Class 49—Head Telephones and Associated Apparatus 


cLass 49 


HEAD TELEPHONES & ASSOCIATED APPARATUS 

ENCLUDES: HEAD TELEPHONES, LOUDSPEAKERS, 
TELEPHONE CORDS, PATCH CORDS, 
PLUGS, JACKS, SOCKETS, 
RECEPTACLES 


NOTE: VACUUM TUSE SOCKETS COVERED BY 
NUMBERS 49300 AND UP 


RESTRICTED NAVSHIPS 900,109 


Class 49—Head Telephones and Associated Apparatus 


NAYY TYP! NAVY DRAW; VY TyPl 
DESI SRATION |riesr ASSIGHID TOR on ARLEN DeseRATION 


3.49-1 


FIRST ASSIGNED rox | On ARRAS, | 


MAVY Ty? 
DESGRATION dese ASSIGNED. FOR. | on HER RERISR | 


49000 GENERAL USE R& 49F 109 
JACK BOX 
SHIELDED, CONTAINS TWO TYPE 49021 JACKS 
(RE 13A 481). 


29508 
2/15/32 
NOV. 41 


49001 GENERAL USE RE 49F 111 
TELEPHONE PLUG 
SHLELDEO. 


2946A 
2/15/32 
NOV. 41 


49002 GENERAL USE RE 49F 112 
JACK BOX 
FOR BROADCAST RECEIVER SYSTEM. POWER 
AND ANTENNA-GROUND OUTLETS. 


418s 
2/15/32 
WOV. 41 


49003 GENERAL USE RE 13A 511 
TELEPHONE UNIT CHEAD) 
HIGH IMPEDANCE 10,500 OHNS AT 1,000 
CYCLES (PER UNIT), 


a34 
2/24/32 
NOV. 41 


49004 GENERAL USE RE 49AA 108 
TELEPHONE CORD - DOUBLE 
SHIELDED. (SPEC RE 13A 511), 


25644 
2/24/32 
NOV. 41 


49004-A GENERAL USE RE 49AA 143 
TELEPHONE CORD - DOUBLE 
SHLELDED - RUBBER COVERED. 


5/29/37 
HAR, 42 


49004-B CENERAL USE RE 49AA 143A 
TELEPHONE CORD - DOUBLE 
SHIELDED - RUB2ER COVERED - USES CRINP 
CLEUPS. 


9/1/39 
WOV. 41 


49004-C RE4IAA143B «RE -ASAA 143 
TELEPHONE CORD - DOUBLE 
SHIELDED - RUBBER COVERED - OMITS 
SPLICING IN YOKE. 


9/27/40 
NOV. 41 


{pare | MaRS | ANWFACTIIAIES, 


cw- 49005 * SEE. BELOW 

HEADPHONES 

MATCHED. $MPEDANCE 400 TO 500 OHMS AT 
1,000 CYCLES. 


* SLAIJL-18UL-2. 
3/26/32 CONS 7518 
NOV. 41 


49006 GENERAL USE RE 49F 115 
TELEPHONE PLUG 
UNSHLELDED. 


S/1 0/32 
WOV. 41 


cua 49006-B GEN RADIO USE 

TELEPRONE PLUS 

SAME AS -49006 EXCEPT HAS SHIELDED BODY 
CHETAL). AND PROVIDES MEANS FOR SECURING 
CABLE. 


2721/44 754A 
MAR. 44 


cw- 49007 CENERAL USE RZ 49A 119 
TELEPHONE PLUG 

THREE CIRCUIT. FOR REPLACEMENT USE 
-49007A. 


1/20/33 #109 
NAR. 43 


°49007-a Tecateo-1 RE 494A 119B 
TELEPHONE PLUG 
THREE CHRCUIT (FOR USE WITH CG-49039 
JACK OR SINILAR). 


@ SICNAL CORPS DOHC SC-0-3575-1-1 
12721756 SICLCENS 
MAR. 43 PL-G8 GSEE ABOVE 


cra 499038 RAA & RAB 
TELEPHONE JACK 
SINGLE CLOSED CIRCUIT - MIDGET TYPE. 


*MCFTINL-33355-18, ISS B 
1/27/33 2A CRV:K-7662660 
DEC. 44 * SEE ABOVE 


CRA- 49903-A Alsarg-10 
TELEPHONE JACK 
SINGLE CLOSED CIRCUIT-MIDGET. TYPE. SAME 


AS -49008 EXCEPT IS WITHOUT LOCATING PiN 


*CHL236A002 1SS C CNA:D-777-1 SUB I 
YOs20/44 2A CFT SHCPI9-1A-16 
RAY 45 *SEE ABOVE 


49009 CENERAL USE RE 49AA 116 
HEADBAND - TELEPHONE 
FOR TYPES 49003 AND 49023 HZAD TeLE- 
PHONES. 


3/6/35 
WOV. 41 


ASSIGNED 
ISSUED 


49910 CE‘IERAL US2 RE 494A 108 
TELEPHONE CORD - SINGLE 
SHIELDED. 


2563 
3/17/33 
WOV. 41 


49010-A GENERAL USE RE 49AA 144 
TELEPHONE CORD Stucté 
SHIELDED - RUB8ZR COVERED. 


5/29/37 
RAR. 42 


49010-B RES9AAI44A «RE -49AA 144 
TELEPHONE CORD SINGLE 
SHIELOZD - RUBBER COVERED - WITH CRINP 
clips. 


9/1/39 
wov. 41 


cym 49011 RAE 
TELEPHONE JACK 
(CANCELLED - USE TYPE 49021). 


3/21/33 Xx 
WOV. 41 


49012 CENERAL USE RE 49AA 117 
TELEPHONE CORD - DOUBLE 
UNSHIELDED. 


3600A 
3/27/33 


NOV. 41 


49012-A GENERAL USE RE 49AA 145 
TELEPHONE CORD - COUBLE 
UNSHIELDED - RUBBER COVERED. 


4/5/37 
NAR. 42 


49012-8 GENERAL USE RE 49AA 145K 
TELEPHONE CORD - OOUBSLE : 
UNSHIELOED - RUZBER COVERED - USES CRIMP 
clips, 


9/1/39 
NOV. 41 


49012-c RES9AATA453 «RE 49AA 145 
TELEPHONE CORD - DOUaLE 
UNSNIELDED - RUSSER COVERED - OMITS 
SPLICING IN YOKE. 


9/27/40 
MOV. 43 


batt MARRS | _ SANHTATTUNEA 


pare | MBAR | MANAEACTRN | 
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[ote rest assem ror | ements | BEAGLE [rest assionto vox | RARLGNOG, | SRA rust asstonen rox | HAYLEMINSY 
' 49023 GENERAL USE RE 138 S11 
cYN49013 RAE 49017 ae Re 49 118, TELEPHONE UNIT (HEAD) 
TELEPHONE JACK biaicanns ea Prey IMPEDANCE 340 OHMS AT 1,000 CYCLES (EACH 
. ‘3 E coy -~ pouale. "3 
FOUR PRIN - ue T IGK UNIT) 
oe MRCS: = PHONG TR EUS REASSTONED CORD, PLUG & JACKS. (NAF OWG. #38611, ’ 
ASSEMBLY #3)~ 
: 5/ 733 CwrP528 
asT/33— X CORVIK-850431 pated Nov. 41 
NOV. 41 Rev O S 
coc 49024 cdc-49016 
49914 GENERAL USE RE 49AA 117 49018 -49015 RE 49A 118 TELEPHONE CORD & PLUG 
TELEPHOKE CORD - SINGLE TELEPHONE CORD-EXTE:SION RUB3ER COVERED - PLUG AND CORD ONE UNIT. 
UNSHIELDEO. 47-172" LONG - RUSBER COVERED. CONSISTS DIMENSIONS AGREE WITH RESSAAIS7. 
OF CORD, PLUG & JACKS. CNAF DG. #38611 


4INT/33 
NOV. 41 


49014-A GEXERAL USE 
TELEPHONE CORD - SINGLE 
UNSHIELDED - RUBBER COVERTD. 


RE 49AA 146 


4/29/37 
MAR. 42 


49014-8 RE49AAT46A 
TELEPHO@NE CORD - SINGLE 
UNSHIELDED - RUBBER COVERED - 
CRIMP CLIPS. 


RE 49AA 146 


USES 


4/29/37 
NOV. 41 


49015 GENERAL USE 
HEAD TELEPHONE SET, HELMET 
TYPE: CAERCRAFT). CONSISTS OF TWO TELE- 
PHONE UNITS TYPE 49016, ONE TYPE 49017 
TELEPHONE CORD, AND TWO TYPE 49020 


RE 49A 118 


MOUNTING CAPS (NAF #33610, #36611 AND 
9212934). 
4/20/33 
AUG. 42 
49015-A NXS-18764 
HEAD TELEPHONE SET 
HELMET TYPE FOR AIRCRAFT USE. CONSISTS 


OF TWO ~49016-A TELEPHONE UNITS, ONE 
TYPE -49017 TELEPHONE CORD & TWO ~43020 
MOUNTING CUPS. SAME AS ~49015 EXCEPT TH 
TELEPHONE UNITS HAVE AN JNCLUDED BAFFLE 
TO IMPROVE THE FREQUENCY RESPONSE, 


244743 RRs OS-18 
APR. 43 
49016 GENERAL USE RE 13A SIT 
TELEPHONE UNIT (HEAD) 
609 OHMS AT 1,000 CYCLES PER PAIR 


CNOMUNAL RATING? CLIGHT WEIGHT) 


£ 


ASSEMBLY #4) 


4/20/33 
NOV. 41 

49019 -49015 RE 49a 116 
TELEPHONE CORD-EXTENSION 
57-1/4" LONG. CONSISTS OF CORD, PLUG & 
JACKS. (NAF OWG. #38611 ASSEMBLY #5) 


4/20/33 
NOV. 41 

49020 49018 RE 49A 118 
CUP - TELEPHONE MOUNTING 


LEATHER, NOUNTS PHONE UNIT TO HELMET. 
(NAF OWS. #38160 ASSEMBLY #1) 


4/20/33 
Nov. 41 

49021 GENERAL USE RE I3A 481 
JACK, TELEPHONE 
FOUR SPRINGS - THWO-CIRCUIT. (SUPERSEDES 
TYPES 1281., 1290, 1244, 4537, 1421 AND 
1425). 
5/3/33 CORVIK-815905-3 
NOV. 41 

49021-A GENERAL USE RE 13A 481 
TELEPHONE JACK 
FOUR SPRINGS - TWO CIRCUIT. FIRST 
COVERED BY SPEC REISA4BIC. 

49024 

3/31/38 
NOV. 41 

49021-B8 RE 13A 481F RE 135A 481 
TELEPHONE JACK 
FOUR SPRINGS-TWO CIRCUIT. SANE AS 
-4902TA EXCEPT THE 0.78 +001 INCH 


DIMENSION HAS BEEN CHANGED TO 0.75 £0.01 
(NCH TO ALLOW THIS JACK TO BE USED WITH 
A THREE CIRCUIT PLUG. 


6/7/33 

NOV. 41 

cym 49025 DO.1.263 
JACK = TELEPHONE: 


SINGLE OPEN CIRCUIT. SHORT FRAME TYPE. 


4619 
9/5/33 Ar) K-7862778 
NOV. 4! 
-49025-aA 130 & T2O-1 RE 49AA 195A 
JACK 


SINGLE SPRING - OPEN CIRCUIT. 


¥CFITSNCP-19-1-13, 
2. SUB 4 


ISSUE D, CRY:K-868986- 
CHASSC-1A 

12/20/36 CTC:J-+300 COIM-7463112-G1 

DEC. 44 SIG. CORPS JK-344 REV C ” 


CTE- 490258 RBH,RBM-1,82 
JACK TELEPHONE: 

SINGLE SPRING, OPEN CIRCUIT, 
TYPE. ACCOMMODATES NAVY TYPES 
AND -49034 PLUGS. SIMILAR TO 
*COEML7463112G4 
MCGK-7871012-2 REV 8, CAY:P-77667656-1, 


SHORT FRAME 
-4900} 
TYPE 


Sua Il CGrM-74663112-1 REV 4 
3/26/42 1C-75 CAYIP-7706765-6 
FEB. 45 IC-60* sug 6 * 

cTe- 490258 


-49025-A JACK EXCEPT HAS NO LOCATING PIN, 
CRBM SERIES PANELS DRILLED TO ALLOW USE 
OF TYPE -49025A AS REPLACENENT FOR THESE 
PLUGS. 


cau 49026 ec 
SOUND POWERED TELE PHONE 


S5RE29F 1003 


2/19/34 567 
4/20/33 S/31 43 Nov. 41 
NOY, 43 NOM AS 
49027 CENERAL USE NAF f3a611 
CTE 49016-A -49015-A 49022 cH CNG-ETS TELEPHONE CORD - HELMET ASSY. #6 
HEAD TELEPHONE UNIT ADAPTOR - TELEPHONE CORD RUBBER COVERED - SINGLE. cConSISTS OF 
345 OHNS AT 1000 CYCRES (PER UNIT). CONSISTS OF PLUG AND JACK. CORD AND PLUGS. 
LIGHT WEIGHT, SAME AS -49016 EXCEPT FOR 
UNCLUSTON OF ACOUSTIC BAFRLE TO BETTER 
THE FREQUENCY RESPONSE. 
itst/3a 
2raras 8/3/33 Nov. 41 
NOY. 41 . 
APR. 43 aT 
Issued x be 
DATE MSYHAGTHORTS Pree demure pare | SUAGHER | SANTA T DATE RETO ® SHANE RUM 
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3.49-3 


NAVY PRAWIN' 
[ Des EATION FIRST: ASSIGHED: FOR | ot AR CLNSN | 


c 


vesighatio funst assigneo For’ | WADERS | 


NAY RAW IN 
ON FIRST ASSIGNED FOR | oR LGREX HON 


49028 GENERAL USE RE 49AA 120 
HEADBAND - TELE PHONE 
FOR TYPE 49016 HEAD TELEPHONES. FOR USE 
WITH 1 5/8" HEADPHONES. 


1/8/35 
NOY. 43 


49029 CEXYERAL USE RE 49AA 121 
JACK BOX - TELEPHONE 
UNSHIELDED. CONTAINS TWO TYPE 49021 
JACKS AND ONE TYPE 24000 TOGGLE SWITCH. 


2/5/35 
NOV. 41 


can 49030 Qc-2 
AUDIBLE INOICATOR 
(LOUD SPEAKER). 


SSRC49F1004A 


2/18/35 607 
NOV. 41 


crv 49031 Qc-3 
AUDIBLE 1HDICATOR 
CLOUD SPEAKER). 


5/8/35 K-823554 
WOV. 41 
49032 ac-4 SEREASFIOOTA 


LOUD SPEAXER: 3 WATTS 
MAXIMUM, PE iT MAGNET TYPE. ENPUT 
IMPEDANCE 600 OHMS. 


5/7/36 CBM:726 
AUG. 42 


cBN49032-A NM-4 S5Re 49F 1005 


AUDSBLE INDICATOR 


SAME AS C84-49032 EXCEPT WITH PHONE PLUG 


AND 6 FT CORD. (POTOMAC) 


8/20/36 726A 
NOV. 41 


c8m49032-8 OC-4 
AUDIBLE INDICATOR - 
CARGONAUT). 


1/22/37 7268 
NOV. 41 


C3M449032-c NM-5 S5SRE49FIO08A 
AUDIBLE INDICATOR - 
CHYOMING)« 


SSRE 49F 1006 


cC8M49932-dD QB-t SSRE4SFIO09 
AUDIBLE INDICATOR - 
(SHARK - TARPON - PORPOISE - PIKE). 


9/7/37 726-D 
NOV. 41 


49033 *SEE BELOW RE 13A 511 
DIAPHRAGMS 
FOR WEAD TELEPHONES TYPE CH-49003, 


A 


CW-49023, CTE-49016; 1.75" £ .005" DIAN- 


ETER, .0075" $ .001% THICK. 


® GENERAL USE. 
6/22/56 
NOV. 41 


49934 RESIAALZ3A RE 49F 123 
TELEPHONE PLUG 
TO SUPERCEDE 49001 AND 49C06, 


8/22/36 
NOV. 41 


— 49034-A RE 49F 123 G6 RE 49F 123 
TELEPHONE PLUG 


SAME AS *49034 EXCEPT RUBBER COATING HAS 
3 LARGE RIDGES INSTEAD OF & SMALL RIDGES 


ALSO COATING DIAMETER WAS REDUCED FROM 
7/8" TO 55/64". 


8/22/40 
KAR. 42 


cra 49035 LD-4 
TELEPHONE JACK 


SINGLE CIRCUIT - SEMCLE SPRING. SAME AS 


749025 EXCEPT 1/2" SHANK. 


4/29/38 IMP Jl (MOD) 
WOV. 41 


(CRRIALIOIS 


49036 uN RE 49AA 122 
RECEPTACLE AIRCRAFTS 


5 CONTACT, SHIELDED FOR 1-1/4" DIA PLUG 


B CRRIA-3506-AsA-307-A3 CAY:T-7607968~2 
9/25/56 CN? SuB 0 
Wov-. 43 Cacy:108 ESE: ABOVE 


cua 49037 uM 

PLUG - AIRCRAFT 

& CONTACT. 1-1/4" 0.0. SHIELDED 
(STRAIGHT) 7/16" BUSHING. 


9/25/36 NAF #38950-1 CCRRIA-AICIEB 


NOV. 41 


cua 49038 LM 

PLUG - AIRCRAFT 

5 CONTACT 1-1/4" 0.9. SHIELDED 7/16" 
BUSHING, 4 POSITION, 90°. 


49039 TB0aT20+1 
JACK 
3 CIRCUIT + 2 SPRING (USES 49007 OR 
49007A PLUG). 


HCGIM-74631135-1, REV O, CRY¥L1K-863986-1 
SUB 4, CFIZNCPI9-1-12. ISSUE DO 

CGs 
12/21/36 Ci1cz9-301 *SEE ABOVE 
AUG. 44 CMAs 


CG-490359-A TBxX-7 

JACK: 

THREE CIRCUIT. THO SPRING. SAME AS 
-49653 EXCEPT LOCATING PIN HAS BEEN RE- 
MOVED. 


EK-7871011-2 REV 8 
1/3/45 ML-746311365 M-7463113-1 
FEB. 45 REV 4 * 


cc- 49940 TBO & TEO-1 
PLUG (GEIERATOR) 
4 CIRCUIT, 1/2" BUSHING. 


2/8/37 ML-74628416-3 M-74624a1 PT 1 
wOV. 41 REV 2 


cc- 499414 TBO & T2O-1 
RECEPTACLE (GENERATOR) 
4 CIRCUIT, CERAMSC INSULATION. 


2/8/37 ML-7761695-Cl P-7761695 PT 1 
NOV. 41 REV O 


co- 49942 
PLUG (BATTERY) 
B CIRCUIT, 3/74" BUSHING. SUMILAR TO 
“49573 EXCEPT FOR CABLE HOLE. SINILAR 
TO -49224 EXCEPT FOR CABLE HOLE AND NOT 
90° TYPE. 


TSO & TEO-J 


2/8/37 ML-7462482 C-2 1-7853534 PI-l 


MAR. 43 PL 63 H-7462432 
cc 49043 TBO&T3O-1 
RECEPTACLE BATTERY? 

8 CIRCUIT. 


ML-74635151 GCE; 7659594 SUB O 
2/8/37 S0-45 CAY:T-7607368-3 
APR. 42 SuB O 


cc-49944, 180 4& TEO-1 

GENERATOR CALE 

COKSISTS OF THO TYPE CG-49040 PLUCS AND 
10 FEET 4 CONDUCTOR SHIELDED CORDAGE 
TYPE 49047, Fi 


3/23/37 M-7462481-1 
NOV. 41 


cG- 49044-a rex 
GENERATOR CA8LE 
SAHE AS -49044 EXCEPT 20 FOOT LENGTH. 


8/22/39 ML-7462481-C4 M-7462481-17 


1/22/37 726C 9/28/36 CORRIA-AIT795 NOV. 41 REV 9 
KOV. 41 ‘gsi cada NOV. 414 ASA2 953 AssianaD 
iSSUED 
pave | MAURER BHSNHSAPTHREA pare | MBRUGETHARE® | SENATE, a a a 


RESTRICTED 
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NAY’ AW EN 
otAgaarion [rast ASSIGNED FOR | OR GROAN iQ 


FIRST ASSIGNED FOR | RAMS, | 


DesehATIG 
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WAVY TYPE 
DESIGNATION 


rast asvenco ror | RAMAN _| 


ce-49045 EF 
GENERATOR CABLE 
SANE AS 49044 EXCEPT 50 FOOT LENGTH. 


3/23/37 M-7462481-G-2 


NOV. 41 


cco- 45046 
BATTERY CA3LE 
CONSiSTS OF Tuo TYPE CC-49042 PLUCS AND 
3 FEET OF F CONOUCTOR SHIELDED CORDAGE 
TYPE 49048. 


T3830 & TEO-? 


3/23/37 M-74624 82 


AUS. 43 


cc-49947 80 & Teo-! 
CORDAGE 


4 CONDUCTOR SHIELDED. 


3/23/37 K-7869952 REV 


woV. 41 


cc- 49048 
CORDAGE 
7 CONDUCTOR SHIELDED. 


TBO & TBO-1 


3/23/37 
WOV. 41 


K-7869952 REV 


cvn 49949 ise 

JACK > OPEN 

3/832 THREAD, 3/4" HIGH, T-15/16" 
WIDE, 3/8 + 1-5/16" DEEP. 


8/18/37 701 
HOV. 41 


cuc 49050 
PLUG 
12 CONTACT (HALE) 


CRV-35000 


10/8/37) P-12-AB 3/8 (CRV) KX-284034 
NOV. 41 Rev Oo 

csc 49051 CRV-20057 

RECEPTACLE 


12 CONTACT (FEMALE) 


10/8/37 SS-{2-RSS-CCS CCRV) M-4t2463 
NOV. 41 REV 0 

cn- 49052 cq 

RECEPTACLE 

2 CIRCUIT FOR 1-1/8" PLUCS. 


1 


cN- 49953 cq 
RECEPTACLE 
4 CIRCUIT FOR 1-1/8" PLUGS. 


@ CAY:T-7607968-1 SUB O 


@ CORR) B 7077 & B 7079; A-39BS-A/A-3I1. 


10/30/37 SO-54 OSEE ABOVE 
APR. 42 

cN- 49054 GQ 

RECEPTACLE 

6 CIRCUIT FOR 1-1/8" PLUCS, 


@ (CRR) B7072 & B7079 (A-309-A/A-311) 
10/30/37 S0-45 @SEE ABOVE 
NOV. 41 


csR 49055 JK-3 & QC-7 
PLUG 


FOUR CONTACT. 


11/22/37 8014 & (CBM) 564A & 
NOV. 41 CBM TYPE 554-5 5648 


cen 49056 SK-3 
SINGLE JACK ASSEMBLY 
USES -49055 PLUG. 


ti22/37 (CBM) 564B 


NOV. 41 


can 49057 JK-3 8 QC-7 
DOUBLE JACK ASSEMBLY 
USES ONE 49055 AND ONE 49058 PLUG. 


tt/22/37 SE4A 
WOYV. 41 


(CBM) S64A 


csR 49058 
PLUG 
THREE CONTACT. 


JK-3 8 CC-7 


12/18/37 CSR: 815 
NOV. 41 CBM:564-2 


exo 49059 cq 
PLUG - AIRCRAFT TYPE 


2 CIRCUIT FOR USE WITH -49052 RECEPTACLE 
1-1/8" DIAMETER, 2-1/16" OVERALL LENGTH; 
FOR USE WITH 3/78" DIAMETER TWO-CONDUCTOR 


CABLE. 
P/V1/38 CCRRIB7328 CCORRIQBIS677 
WOV. 41 ALT oO 


cxc49069 ca 

PLUG - AIRCRAFT TYPE 

6 CIRCUIT; 1-1/4% DIAMETER; * 2-1/2" 
OVERALL LENGTH. FOR USE WITH TYPE 
749054 RECEPTACLE AND 1/2" DIAMETER, 
6 CONDUCTOR CABLE. 


49051 
SPEAKER 
ALSO INCLUDES AN AMPLIFIER; SPEAXER 
OUTPUT 20 BARS. 


GEWERAL USE RE 135A 563 


10/15/38 
NOV. 43 


ckc 49062 6Q 

PLUG - AIRCRAFT TYPE 

8 CIRCUIT; T2174" OLANETER; 2-1/2" 
OVERALL LENGTH. (SimtLAR TO -49042). 
FOR USE WITH TYPE -49043 RECEPTACLE AND 
1/2" DIAMETER, 8 CONDUCTOR CABLE. 


V/tt/3a PL-63 CCRR) B7518C 
NOV. 41 CRN387318 

49063 ENERAL USE RE 49F 142 
JACK BOX + SHIELDED 
INCLUDES 6 TYPE -49021A JACKS. 
11/14/38 
NOV. 41 

49064 GENERAL USE RE 49AA 141 
RUGBER COVERED TELEPHONE 
CORD. UNSHIELDED WITH PLUG. DOUBLE. 
2/7/38 
NOV. 43 

-49065 cQ 
RECEPTACLE 


3 CERCUIT FOR 1-1/8" PLUGS. 


@ (CRR) QB7076, QB7079. A-3IT-A, A-3It. 
4/12/38 CN:50-57 QSEE ABOVE 
NOV. 43 CAGY:109 


crn 49066 cq 

MICROPHONE JACK 

3 CIRCUIT -~ 2 SPRINCS FOR USE WITH 
-439007A PLUGS. 


4/13/38 7028 
NOV. 41 


CCRR) QB-9018 


cua 49067 cq 

PLUG - AIRCRAFT 

B CIRCUIT -~ STRAIGHT (SIMILAR TO -490357) 
P-1/4" 0.0. + FOR 1/2" CABLE 2 1/2" 


QVERALL LENGTH. 


4/13/38 PL-56 CORR) QAB7547 
NOV. 43 
49067-A in-S &6 


PLUG - AIRCRAFT 


& CIRCUIT STRAIGHT; 1-1/4" 0.0.; FOR 
1/2" CABLE SAME AS BASIC TYPE EXCEPT FOR 
UMPROVEMENT OF COMPONENTS FO WITHSTAND 


200 HOURS SALT SPRAY TEST. 


10/30/37 so-56 CORR) B 7073 & T/b3/38 CCRRIB7317 CORRIBT3E7C 10/14/40 CLT: ieRRI AE Se ERE 
Wov. 41 8 7079 Aucaml) eee et NOV. 43° CAGY:106 REV 2 
{SSUED 
[ore ara [ SeNHATTUNEE, art MACHER? | SANTA car | RASTER? RANT | 
NAVSHIPS 900,109 RESTRICTED 
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3.49-5 


[atAMRh Tense assim von | Qwarearasn | [RNG [rese asienco vox | oxrmeanernis, |_| 


oh Neh Jr ASSIGNED FOR | ot NTR OHGN 


49067-A1 LM SERIES 
PLUG-AIRCRAFT 
6 CIRCUIT STRAIGHT 1 1/4" 0.0. FOR 4/2" 
CABLE. SAME AS -49067-A, EXCEPT HAS 
CLAMP FOR USE WITH VINYLITE CABLE. 


12/7/43 CRRSC-62135 
NOV. 43 ISSUE O 


cua 49068 ce 

PLUG - AIRCRAFT 

5 CIRCUIT - 90° (SIM(LAR TO -49038) 
1-1/4" 0.0. 


$/13/38 PL-Q56 
mOV. 41 


(CRR) QAB7550 


49068-a Lu-s 
PLUG - AIRCRAFT 
5 CIRCUIT - 90° TYPE - SIMILAR TO -49068 
EXCEPT FOR IMPROVED COMPONENTS. 


423/40 CLT: 
NOV. 43 CASY310-7 


(CRR) ACSESB7E 


49068-A1 LM series 
PLUG-AIRCRAFT 
5 CIRCUIT, 90° TYPE, SAME AS-49068-A 
EXCEPT HAS CLAMP FOR USE WITH VINYLITE 
CABLE. 


t2/7/43 CRRIL75144 
NOV. 43 {SSUE O 


cua 49069 GQ 

PLUG AIRCRAFT: 

4 CIRCUIT, STRAIGHT, 1-1/8" O.0., HAS 
1/2" DIA. CABLE HOLE. 


4/13/38 PL-74 
APR. 42 


CRR:QAB 7625 


cua 49070 GQ 
PLUG - AIRCRAFT 


4 CIRCUIT - 90°. 1-1/8" 0.0. 
4/13/38 PL-Q74 (CRR) QAB7626 
NOV. 41 


cua 49071 GQ 
PLUG - AIRCRAFT 
3 CIRCUIT - STRAIGHT. 1-1/8" 0.0. 


4/13/38 PL-77 CCRR) QA87627 
WOV. 41 


49071-A tm-5 a 6 
PLUG - AIRCRAFT 
3S CIRCUIT - STRAIGHT; 1-178" OD; FOR 
1/2" CABLE. SAME AS BASIC TYPE EXCEPT 
FOR IMPROVEMENT OF COMPONENTS TO WITH 
STAND 200 HOUR SALT SPRAY TEST. 


10/14/40 CLT: (GRR) ACS7354 
MOV. 43 CAGY2105 REV 1 


ASSIGNED 
ISSUED 


49071-A1 LM SERIES 
PLUG-AIRCRAFT 
3 CIRCUIT-STRAIGHT. 1 1/8" 0,0, FOR 1/2” 
CABLE, SAME AS 49071-A EXCEPT HAS CLANP 
FOR USE WITH VINYLITE CABLE. 


T2/7/43 : ; CRRICE2149 
NOV. 43 issve O 


cua 49072 6Q 
PLUG - AIRCRAFT 
3B CERCUIT - 90°. 1-1/8" 0.0. 


4/13/38 PL-Q77 
NOV. 41 


(CRR) QAB-7628 


cua 49073 LM-2 

PLUG - AIRCRAFT 

5 CIRCUIT STRAIGHT. SAME AS -49037 
EXCEPT HAS 33/64" D. BUSHING INSTEAD 
OF 7/16". 


4/14/38 CCRR) A-AIISOt 
NOV. 41 A 316-5 


cua49074 LH-2 

PLUG - AIRCRAFT 

6 CIRCUIT - 90°. SAME AS -49038 EXCEPT 
HAS 3 HOLES FOR MOUNTING ".652 OD 
BUSHING. 


4/14/38 CCRRIA-ATI5Si5-1 
NOV. 41 


cua 49075 ov 

PLUG - AIRCRAFT 

3 CIRCUIT, STRAIGHT, 7/16" BUSHING, 
t-t/8" DIAMETER. 


4/25/38 PL-77 
NOV. 41 


CCRRIA-ALT BATA 


cua 49076 ov 
PLUC - AIRCRAFT 
4 CIRCUIT, STRAIGHT, 7/16" BUSHING, 
1-1/8" OLAMETER, 


4/25/38 PL-74 
WOV. 41 


CORRIA- ALT BS0B 


cua 49077 ov 

PLUG - AIRCRAFT 

6 CIRCUIT. STRAIGHT, 7/16" BUSHING, 
1-1/8" DIAMETER. 


4/25/38 PL-65 
NOV. 41 


CCRRIA-AE1 846 


cua 49078 Lo-4 ; 
PLUG - AIRCRAFT 


7 CIRCUIT, SHORTING TYPE, 1-1/3" DLA. 
4/28/38 (CRRIA5SO4IB 
NOV. 41 
ASSIGHEID: 
IssutD 


cn- 49079 Lo-4 
RECEPTACLE - AIRCRAFT 


7 CIRCUIT FOR 1-1/8" PLUGS. 
4/28/38 (CRRIA5043 & 
WOV. 41 A-STTCA 


cua 49080 Lo-4 

PLUG - AIRCRAFT 

7 CIRCUST, 90°, USES ",655 BUSHING; 
1-1/8" DIANETER. 


4/28/38 CCRRIA-5042 
NOV. 41 


cua 49081 LD-4 

PLUG - AIRCRAFT 

6 CIRCUIT, 90°, USES ".655 OD BUSIIING; 
1-1/8" DIAMETER. 


4/28/38 CCRRIASALTTBAS-A 
NOV. 41 4A2953 


cua 49082 ov 

PLUG - AIRCRAFT 

4 CIRCUIT, 90°, USES ".555 OD BUSHING; 
1-1/8" DIAMETER, 


4/29/3538 PL-Q74 (CRRIA~AL1849-B 
NOV. 41 442983 


csr 49083 
RECEPTACLE 
4 CIRCUIT CHALE). 


*SEE BELOW 


* TBR & TER-1 CREC). . 
6/23/38 3850(4 CIRCUIT) CCRV)K-850033 
NOV. 41 PART 4 Rev 2 


csrk 49984 
RECEPTACLE 
3 CIRCUIT (HALE). 


* SEE DELOW 


* TBR & TER-1 (REC). 
6/23/38 38350 
NOV. 44 ¢€3 CIRCUIT) 


CCRYIK-850033 
PART 3 Rev 2 


csr 490385 
RECEPTACLE 
6 CIRCUIT (MALE). 


* SEE BELOW 


* TBR & TBR-1 (REC). 
6/23/38 33350 
NOV. 41 CS CIRCUIT) 


CORVIK-850033 
PART 2 REV 2 


csr 49086 
PLUG 
4 CIRCUIT (FEMALE). 


*SEE BELOW 


* TBR & TBR-1 (REC). 
6/23/38 3231 
NOV, 41 (4 CIRCUIT) 


CORVIK-850034 
PART 3 REV 2 


[oare [saan [ar tana 


care | MAMAGTHOIES | MANMEAPTAEER 


DATE L__ “ARATE | SUA _| 


RESTRICTED 


NAVSHIPS 900,109 


Class 49—Head Telephones and Associated Apparatus 


HAUL [rest assioneo ron | SMAYLSEANASy BATA —_[rese assvoneo von | oRAMEGRNNG, | | aAAA, [rast assiweo von | GWASLGRAY, 
* FLO} 49094 GENERAL USE RE 49AA 140 
ee ges SEE CEELOM PATCH CORD, RUBBER 49098 GENERAL USE RE 49AA 140 


3 CIRCUIT (FEMALE). 


* TBR & TER-t CREC). 


6/23/38 3831 (CRY) K-850034 


NOV. 41 (3 CERCUIT) PART 2 REV 2 
csr 49088 * SEE BELOW 
PLUG 


& CIRCUIT (FEMALE). 


* TBR & T@R-1 (REC). 
6/23/38 32831 (CRVIK-850034 
NOV. 44 (5 CIRCUIT) PART i REV 2 


cic 49089 * SEE BELOW 
PLUG 


TO CiRCUIT (MALE); WITH SHELL. 


* TBR & TER-1 (REC). 


6/23/38 PIOSFE (CRV)K-850875 
NOV. 41 Rev 2 

eve 49990 * SEE BELOW 

Ri CEPTACLE 


1O CIRCUIT CFESALE). 


* TBR & TBR-1 (REC). 
6/23/38 SS 10-LAB CORVIK-850154 
NOV. 41 REV I 


cro 49091 CXAC 

LOUDSPEAKER; BULKHEAD 

MOUNTING. PERYAYENST MAGYET TYPE; 
COMPLETE WITH VOLUNE CONTROL AND 
TRANSFORMER FOR OPERATION FROM 600 OHH 
LUNE. 


D CMIDGET MARINE) (CODE: REDAS). 
7/30/38 © SEE ABOVE €CG)K-7873403 


NOV. 41 REV 0 
cNA 49032 RAO 
LOUD SPEAtER 
FOR RACK MOUNTING. 
9/9/38 ‘ 
NOV. 41 
49993 '40 


PATCH CORD. 
COVERED. LE WiTw MOLIED IN, SIN 
GLE CIRCUIT PLUSS AT EACH END. 


10/5/38 
MAY 45 


-49093-A GEN USE 
PATCH C 


WITH MOLJIO ON, SENGLES CIRCUIT 
ACY End, SA%E AS #490935 EXCEPT 
EN CHANGED TO TatSree, Twin 


WERE HAS 
CONDUCTOR (SACKETED), TYPE FI-2. 


378/45 
APR. 45 


care | MAHHEASTHBIRS T SANLACTIUNE | 


COVEREO. LENGTH 12° (LESS PLUGS). 


10/5/38 
NOV. 41 


-49094-A GEN USE 
PATCH CORD 
LERCTH 12% WITH MOLOEO EN, SINGLE CIR- 
Cult PLUGS AT EACH END. SAME AS -49094 
EXCEPT WIRE H&S BEEN CHANGED TO TWISTED, 
TWEN CONDUCTOR (JACKETED), TYPE FT-2. 


378/45 
APR. 45 


49095 GENERAL USE 
PATCH CORD, RUBOER 
COVEREO. LENGTH 18" WITH MOLDED IN, 
SINGLE CIRCUIT PLUGS AT EACH END, 


RE 49AA 140 


10/5/38 
MAY 45 


-49095-A GEN USE 
PATCH CORD 
LENGTH 16" wtTH MOLOED IN, SINGLE CIR- 
CUIT PLUGS AT EACH ENO. SAME AS +49095 
EXCEPT WIRE HAS BEEN CHANGED TO TWISTED, 
TWEN CONDUCTOR (JACKETED), TYPE FI-2- 


3/8/45 
APR. 45 


49096 GENERAL USE 
PATCH CORD, RUSBER 
COVERED. LENGTH 24" WITH MOLDED IN, 
SINGLE ‘CIRCUIT PLUGS AT EACH END. 


RE 49AA 140 


10/5/38 
MAY 45 


49096-a 
PATCH CORD 
LENGTH 24", WITH MOLDED IN, SINGLE CLR- 
Cult PLUGS AT EACH ENO. SAME AS -49096 
EXCEPT WIRE HAS BEEN CHANGEO TO TWISTED, 
TWON CONDUCTOR CJACKETED), TYPE FI-2. 


GEN USE 


378445 
APR. 45 


49997 GENERAL USE 
PATCH CORO, RUSSER 
COVERED. LENGTH 36” (LESS PLUGS). 


RE 49AA 140 


10/5/38 
NOV. 41 


-49097-A GEN USE 
PATCH CORO 
LENGTH 36" WITH MOLDED IN, SENGLE CIR- 
CUIT PLUGS AT EACH END. SAME AS -49097 
EXCEPT WIRE HAS BEEN CHANGED TO TwtSTed, 
Twih CONDUCTOR (JACKETED), fYPE FI-2, 


376745 
APR. 45 


WOSUAGTBRY® | _aRANHTASTHRERA, 


ASSIGNID 
ISSUED 


PATCH CORD, RUBBER 
COVERED. CENCTH 48" WITH MOLDSO IN, 
SINGLE CIRCUIT PLUGS AT EACH END. 


10/5/38 
MAY 45 


-49098-A GEN USE 
PATCH CORD 
LENGTH 48" WITH MOLDED (N, SINGLE CIR- 
CUIT PLUGS AT EACH END. SAME AS -43098 
EXCEPT WIRE HAS BEEN CHANGED TO TwISTEO, 
Twi CONDUCTOR (JACKETED), TYPE FI-2, 


378745 
APR. 45 


49099 GENERAL USE 
PATCH CORD, RUBBER COVERED 
LENGTH 60" WKTY MOLDED IN, SINGLE CIR- 
CULT PLUGS AT EACH END. 


RE 49AA 140 


10/5/38 
may 45 


-49099-A GEN USE 
PATCH CORO 
LENGTH 60" WETH MOLDED CN, SUNGLE CER- 
CULT PLUGS AT EACH END. SAME AS -49099 
EXCEPT WIRE HAS BEEN CHANGED TO TWISTED, 
Twi CONDUCTOR (JACKETED), TYPE FI-2, 


378/45 
APR. 45 


crm 49100 Co-4 
JACK 
SINGLE, CLOSING CIRCUIT - 2 SPRINCS. 


12/5/38 702 
NOV. 41 


CCG)K-7873916 
REV O 


crv 49101 TBS 

LOUDSPEAKER 

20 WATT SPEAKER - LIMITED SY 7L™ PAD TO 
4 WATTS. PERMAWENT MASNET TYE. TRANS - 
FORYER PRIMARY IMPEDANCE 700 OHMS Mid - 
MUN aT 3 YOLTS. 60 CYCLES AC AND O AMP 
pc. 


4/20/39 Ml 8617 
NOV. 41 


W-303107 


cux 49402 XA 
LOUDSPEAKER 


8/12/39 8Ci3s3 
wov. 41 


cre 49103 Tex 
HEAO AND CHIN STRAP 
FOR USE KITH NAVY TYPE -49016 RECEIVERS. 


7t18/39 
NOV. 41 


CG2P- 7752315 
Rev 0 


DATE MARVACTHBRES | SRNR] 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-7 


[sheers [ase assrowen ror | aWahretHiG | [okt [ruse asioneo rox | GMOS | 


SEENON FIRST ASSIGNED FOR OWAYY GRAWING | 


cvo49104 =Tex 
RUBBER EAR CUSHION 


7/18/39 CGP-7762315-2 
NOV. 41 REV O 


49104-A tev-5 
EAR CUSHION: ‘ 
SAME AS BASIC NUMBER EXCEPT MADE OF 
ANTI-FUNG? AMERIPOL INSTEAD OF RUBZER. 


3/16/43 £52059 
JUNE 43 REV 0 


49104-8 *SEE BELOW 
EAR CUSHION 
SAME AS -49104-A USING ANTIFUNGUS 
AMER(POL EXCEPT HAS 0.812" DIAM MOLE IN 
cup (1/4" LARGER THAN HOLE {N CNAVY 
TYPES ~-49104-A OR -49104). 
¥SONEC LISTENING EQUIPT 
EN28;4695-44/SHIPS (CQF) 
10/28/43 COFS1537 
NOV. 43 


ena 49105 RAS & RAW 

LOUD SPEAXER 

FOR RACK MOUNTING; INPUT IMPEDANCE 3000 
OHMS; PERMANENT MAGNET FIELD, 


10/12/39 
NOV. 41 


cna 49106 GENERAL USE 

LOUD SPEAKER 

SAME AS 49105 EXCEPT CABINET NODEL. 
CPURCHASED UNDER SAME CONTRACT AS 
+49105.) 


10/12/39 
NOV. 43 


cay 49107 Rat 

SWITCH PANEL ADAPTER 

DUMMY PLUG FOR REPLACING SWITCH PANEL 
WHEN USING REMOTE CONTROL. 


10/25/39 
NOV. 41 


cra 49108 * SEE BELON 

LOUD SPEAKER 

PERMANENT MAGNET. DYNAMIC TYPE WiTH 
IMPEDANCE MATCHING TRANSFORMER. 5 [NCH 
DIAMETER CONE. 


*# OT, OT-1 & DY 
13/24/39 
NOV. 41 


cau 49109 RAR 
TELEPHONE PLUG 


@ SIGNAL CORPS OWG SC-D-339 G AND CG OWG 
P-7762410-1 REVO 

11/28/39 PL-55 

AUG. 43 


EG Set ABOVE 


“7/12/40 6D 


cn- 49110 TBK-9 RE 49AA 147 
JACK ASSEMBLY SHEET 5 

FOR COUPLING TO CAL! BRATION FACILITY 
EQUIPMENT; INCLUDES NAVY TYPE -49021A 
JACK AND ACCOMODATES NAVY TYPE -49001 
AND -49034 PLUGS. 


12/20/39 
NOV. 41 


49111 GENERAL USE RE 49AA 162 
TELEPHONE CORD AND PLUG, 
RUBBER COVERED. SINGLE, UNSHIELDED. 


12/26/39 
NOV. 41 


49112- * SEE sELowW 
CORD TIP ATTACHNENT TOOL 


* GENERAL SERVICE 
1/6/40 
NOV. 41 


crv 49113 QCJ-2 & QCL FOREADIIONIA 
LOUD SPEAKER - TA8LE 

MOUNTING: 

INCLUDES A STEP DOWN TRANSFORMER DE- 
SIGNED TO MATCH A 600 OHMS LINE 


2/1/40 CRYIMN1-8539 CRVSW-303279 
JUNE 42 SuB 4 


cut 49114 OU-1 & DY-1 

PLUG - AIRCRAFT 

5 CIRCUIT; 1-1/4" OUTSIDE DIAMETER, 
SHIELDED; 4 POSITION - 90° TYPE; FOR USE 
WITH 1/20 INTERNALLY SHIELDED RUBBER- 
COVERED WIRE. 


6/6/40 ({CRRIAAZ6491A 
NOV. 41 


cht 49115 DU-1 & DH-1 

AIRCRAFT PLUG 

FIVE CIRCUIT, STRAIGHT: INTERCHANGE ASLE 
WITH -49067, 


6/24/40 A28598 Rev O 
NOV. 41 


CHA 49116 QCu-2 8 QCL RE 13A 481 
TELEPHONE JACK 

6 SPRINGS - THREE NORMALLY CLOSED 
CIRCUITS FOR USE WITH NAVY TYPES -49008 
AND -49034 TELEPHONE PLUGS. 


CRVEN-303271- 
NOV. 41 205 REV 


cet 49117 * SEE SELOW 
LOUD SPEAKER 


* UNDERWATER SOUND. 
7/17/40 7268 CBM DRG SK3349 
NOV, 41 ALT 0 


ASSIGNED 
ISSUED. 


crv 49118 CRV-50064 

HANDSET CORD 

5 CONDUCTOR UMSHIZLOED 4 FT. LONG. 
TYPE MMOP*5 IN ACCORDANCE WITH BUSHIPS 
AD INTERIM SPECIFICATION 150-1 CINT). 


B/13/40 (CRVIM-42060t | M-420601 REV 4 
MAY 454 


crv 49119 CRV-50064 
TELEPHONE CORD 
2 CONDUCTOR SHIELDED. 


8/13/40 (CRVIM-420999 
NOY. 41 SuB 2 


49120 * SEE BELOM RA 49F 215A 
CONCENTRIC JACK 
SINGLE CIRCUIT; FOR RF CONNECTIONS. 


* BB 55 & 56 ANT. SYSTEM. 
8/28/40 
NOV. 41 


49121 * SEE BELOW RA 49F 216A 
CONCENTRIC PLUG 
SINGLE CIRCUIT; FOR RF CONNECTIONS. 


* 6B 55 & 56 ANT. SYSTEM. 
8/28/40 
NOV. 41 


49121-A GENERAL USE RA 49F 216 D 
CONCENTRIC PLUG 
SINGLE CIRCUIT, FOR R«F. CONNECTIONS. 
SAME AS -49121 EXCEPT FOR OMISSION OF 
PARTS 7, 8, AND 9, AND THE MODIFICATION 
OF PART 2 °TO PROVIDE A DEPTH OF 3/8" 
INSTEAD OF 1/4" FOR THE SLOTS ON CABLE 
END. 
1/29/42 
HARK. 42 


49122 * SEE BELOH RA 62F 218A 
RF PATCH CORD 
70 OHM; 18” LONG (PLUS PLUG LENGTH). 


* BB 55 & 56 ANT. SYSTEM. 
8/28/40 
NOV. 41 


49122-A CENERAL USE RA G2F 218 D0 
R.F. PATCHCO2D 
65 OHM, 18" LONG, IDENTICAL WITH -49122 
EXCEPT USES MODIFIED CASLE MORE 
RESISTANT TO WEAR. 


1/17/42 
MAR. 42 


491228 RAG2F2132 RA 62F 218 
RE PATCH CORD: 70 + 3 OHMS 
18" LONG. SAYE AS BASIC HUMBER EXCEPT 
(1) USES MODIFIED CABLE MORE RESISTANT 
TO WEAR, €2) FMPEDANCE VALUE HAS SEEN 
SLIGHTLY CHANGED OYE TO (3) USING ? 
STRANDS #26 FOR INNER CONDUCTOR INSTEAD 
OF 2 STRANDS #24. 
2/30/42 
AUG, 42 


care | MOWARTAIS —|_ ANIAPTANITS 


care | RAEN? | SARRRFRINEES. 


ont | SUAS | GNI] 


RESTRICTED 


NAVSHIPS 900,109 


3.49-8 


Chis 49—Head Telephones and Associated Apparatus 


ASE [east ASSIGNED FOR | QHAYE PRAWING | fe oe FIRST ASSIGNED FOR AAR, | [ Aaa ST FIRST ASSIGNED FOR | oR | 
49123 * see BELOW RA G2F 218A csr 49127 GENERAL use THREE INPUT LINES. SAME cry 491318 
RF PATCH CORD 7 POLE PLUG AS CRV-49151A EXCEPT FOR SYEEL CONSTRUC- 


70 QHM; 36” LONG (PLUS PLUG LENGTH). 


* 668 55 & 56 ANT. SYSTEM. 
6/28/40 
MOV. 41 


49123-A 
R.F. PATCHCORD 
65 OHM, 36” LONG, IDENTICAL WITH TYPE 
-49123 EXCEPT USES MODIFIED CABLE MORE 
RESISTANT TO WEAR. 


GENERAL USE RA 62F 218 D 


1/17/42 
WAR, 42 


4912368 RaG2F218E 
RF PATCH CORD: 70 + $ OHMS 
36" LONG. SAME AS BASIC NUMBER EXCEPT 
(1) USES MODIFIED CA3LE MORE RESISTANT 
TO WEAR, (2) IMPEDANCE VALUE HAS BEEN 
SLIGHTLY CHANGED DUE TO (3) USING ? 
STRANOS #26 FOR (NNER CONDUCTOR INSTEAD 
OF 7 STRANDS #24, 
2/30/42 
AUG. 42 


RA 62F 218 


49124 
RF PATCH CORD 
200 OHM; 36” LONG (PLUS PLUG LENGTH). 


* SEE BELOW RA 62F 218A 


#* 88 55 & 56 ANT. SYSTEM. 
8/28/40 
WOoV. 41 


49124-4 
RF. PATCHCORD 
130 OHM, 36" LONG, fDENTICAL WITH TYPE 
°49124 EXCEPT USES MODIFIED CABLE MORE 
RESISTANT TO WEAR, 


GENERAL USE RA 62F 218 0 


t/17/42 
RAR. 42 


49124-8 RAG2F218F RA 62F 218 


R.F. PATCHCORD: 
175 OHMS, 36" LONG. SAME AS -49/24-A 
EXCEPT FOR IMPEDANCE. 


8/22/43 
AUG. 43 


csk 49125 
3 POLE PLUG 
POLARiZED PLUG. 


GEWERAL USE 


POLARIZED PLUC. 


9/20/40 8547-NCP F-6518 ALT 4 
BEC. 44 
csr 49128 GENERAL USE 


7 POLE RECEPTACLE 
POLARIZED GROUNDED RECEPTACLE; WITHOUT 
MOUNTING STRAPS, 


9/20/40 8537-NPWGSP F-6772 
DEC. 44 ALT 3 
csr 49129 GENERAL USE 


ti POLE PLUG 
POLARIZED PLUG. 


9/20/40 8540-11 NGP F-6517 
DEC. 44 ALT 4 
csr 49130 GENERAL US& 


Ti POLE RECEPTACLE 
POLARIZED GROUNDED RECEPTACLE; WITHOUT 
MOUNTING STRAPS, 


9/20/40 


8500-1 I NPHGSP 
DEC. 44 7 


F-6773 ALT 4 


crv 49131 TBT 

SPEAKER-AMPLIFIER UNIT? 

ENCLUDES AN INTEGRAL AMPLIFIER AND A 
POWER UNIT FOR 145 VOLTS AC OR DC 
SUPPLY, 60 CYCLES, 40 WATTS. INPUT TO 
ASBPLIFIER 6 KILLIWATTS. INPUT IMPEDANCE 
600 OHMS. . 


10/10/40 
AUG. 42 


PX-272877 SUB 2 


CRV49131A “SEE SELOW 
SPEAKER-AMPLIFIER UNITS 

INCLUDES AN INTEGRAL AMPLIFIER AND A 
POWER UNIT FOR 115 VOLT 60 CYCLE OR 115 
VOLT DC SUPPLY. SANE AS CRV-49131 EX- 
CEPT INCLUDES A THREE POSITION SELECTOR 
SWITCH, AND HAS A TERMINAL BOARD TO 
*NOS-87465 (SUPP) 


6/8/42 MI-8727 T-613351 
MAR. 43 sua 9 
CRV4913140 


PERMIT CONNECTION TO THREE INPUT LINES. 
ALUMINUM CONSTRUCTION IS UTILIZED. 


9/20/40 F-7078 ALT 2 

SEPT. 44 CR8:PL-1030 ISS. A 

csr 49126 GENERAL USE CRV49131B8 ™ SEE BELOW 

3 POLE RECEPTACLE SPEAKER AMPLIFIER UNIT? 

POLARIZED GROUNDED RECEPTACLE; WITHOUT INCLUDES AN INTEGRAL AMPLIFIER ANDO A 

MOUNTING STRAPS. POWER UNIT FOR 115 VOLTS, 60 CYCLES OR 
}45 VOLTS DC. SUPPLY. INCLUDES A THREE 
POSITION SELECTOR SWITCH, AND HAS A 
TERMINAL BOARD TO PERMIT CONNECTION TO 

*CRBIPL-1030 ISS A * KOS-02403(S9UPP) 

barge vaeetag Abts W/274420 M1 -8727F W-130430 

. DRE “ABOVE ASSIGNED MAR. 43 sus 2 
IssuED 


[care | MARASTHBER’S SATIRE 


ASSIGNED 
ISSUED 


TiON AND SLIGHT MODIFICATIONS. 
1 


cRV49131C “SEE BELOW 
SPEAKER-AMPLIFIER UNIT? 

TNCLUDES AN INTEGRAL AMPLIFIER AND A 
POWER UNIT FOR 115 VOLTS, 60 CYCLES. OR 
115 VOLTS DC SUPPLY. SAME AS CRV-401318 
EXCEPT INCLUDES A FIVE POSITION SWITCH, 
AND HAS A TERMINAL BOARD TO PERMIT CON~ 
NECTION TO FIVE INPUT LINES. STEEL CON- 
2/27/42 ML-8727F CHX: W-130450 SUB 2 
DEC. 44 160152 &1501G3 CMX:16D) SUB 5 


crRv491316 


STRUCTION IS UTILIZED. 


*NOS-87463 (SUPP) 


crv 49131-bD ¥*GEN USE 

SPEAKER AMPLIFIER UNIT? 

INCLUDES AN INTEGRAL AMPLIFIER AND A 
POWER UNIT FOR 115 VOLTS, 60 CY, OR 155 
VOLT DC SUPPLY. SAME AS CRV-49131C 
EXCEPT FOR ELIMINATION OF THE FILAMENT 
BALLAST RESISTOR & OTHER NINOR CHANGES. 
*FIRST PURCHASE: NOS~82464(SUPP) 
4/26/43 

AUG. 43 


cnx 49131-E NXsr-38436 
SPEAKER-AMPLIFIER UNIT 

INCLUDES AN INTEGRAL AMPLIFIER ANO A 
POWER UNIT FOR 115/1/60, OR 815 VOLT DC 
SUPPLY. SAME AS -49131-C EXCEPT USES 8” 
SPEAKER, OMITS AC/DC SWITCH, VOLUME 
COniROL IS SWITCH FROM SECONDARY TO 
PRIMARY OF INPUT TRANSFORMER AND VALUE 
6/8/46 

oct. 44 


cux49131-€ 
1S NOW 300 OHMS. ELECTRICALLY AND 
MECHANICALLY INTERCHANGEABLE WITH ALL 
PREVIOUS -49131 SERIES. 


CANCELLED SEE CNX-49620 


cur 491352 zB 

PLUG - AIRCRAFT 

3 CIRCUIT STRAIGHT; 1-1/8" OUTSIDE 
DIAMETER: 0.400" DIAMETER BUSHING: FOR 
USE WITH 0.390" OD INSULATED CABLE. 


10/17/40 
WOV. 41 


ESO-677955-4 
issue ¢¢3) 


crt 49133 zB 

PLUG - AIRCRAFT 

4 CIRCUIT STRAIGHT; 1-1/8" OUTSIDE 
DIAMETER; 0.400" Di AMETER BUSHING; FOR 
USE WITH 0.390% 0D INSULATED CABLE. 


40/17/40 
mov. 41 


ES0-677955-3 
issuz c(3) 


Date mpuacrN | BANRIACTIABA 


NAVSHIPS 900,109 


ore | “SMA? | SONAR —_ | 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-9 


oeACK ATION [rast ASSIGNED FOR | on EARS [ OE TION FIRST ASSIGNED FOR | RADE RROKHSH | DENGRATION FIRST ASSIGNED FOR | ORAM TEKS 
cLt 49134 zB : 

cep 49142 FA & FB % 
PLUG - AIRCRAFT 49150 GENERAL USE RA 62F 2188 


& CIRCUIT STRAIGHT; 1-1/4" OUTSIDE 
DIAMETER; 0.400" DIAMETER BUSHING; FOR 
USE WITH 0.390" OD INSULATED CABLE- 


10/17/40 
NOV. 41 


ES0-677955-2 
ISSUE C3) 


esx 49135 zB 

ONCENTRIC JACK: 

SINGLE CIRCUIT FOR RF CONNECTIONS A FEW 
ITEMS INCORRECTLY INCLUDE PREFIX LETTERS 
csJ 


@ CNzESO-677956-3 tSSUE C (4) 
10/17/40 CSx:COA-4 @ SEE ABOVE 
JUNE 42 


csx 49136 zB 

CONCENTRIC JACK: 

SINGLE CIRCUIT FOR RF CONNECTIONS - SAME 
AS TYPE -49135 EXCEPT BACK END IS UN- 
SHIELOED. A FEW ITEMS INCORRECTLY iN- 
CLUDE PREFIX LETTERS CSU 


@ CWLESO-677956-4 ISSVE C (4) 
10/17/40 CSX:COA-2 6 SEE ABOVE 
JUNE 42 


csx 49137 zB 

CONCENTRIC PLUG: 

SINGLE CIRCUIT FOR RF CONNECTIONS, A 
FEw ITEMS INCORRECTLY INCLUDE PREFIX 
LETTERS CSJ 


10/17/40 CSX:COA-3 CWsES0-677956-1 


JUNE 42 ISSUE D (4) 
cc- 49138 TBA-SERIES RE 49AAR 147 
JACK ASSEMBLY SHEET 4 


FOR COUPLING TO CALIBRATION FACILITY 
EQUIPMENT; INCLUDES NAVY TYPE - 490254 
JACK AND SCCOMODATES NAVY TYPE -49001 
AND -49034 PLUGS. 


11/12/40 
WOV. 41 


cus 49139 ca 
LOUD SPEAKER 
PERMANENT MAGNET TYPE. 


2/27/40 PMSDS 
NOV. 41 


cna 49140 RBE RE 135A 605A 
Lovo SPEAKER 

MOUNTS ON STANDARD RELAY RACK. OPERATES 
FROM 115 VOLTS $0/62 CYCLES AC. RATED 
INPUT 6 MILLIWATTS, 600 OHMS AT 1000 
CYCLES. RATED OUTPUT 1.75 WATTS TO 
VOICE COIL AT 1000 CYCLES. USES THO 
6V6GT TUBES AND ONE $U4G TUBE. 

3/67/41 

NOV. 41 


cys 49141 * SCE BELOW RE 13A GOSA 
LOUD SPEAKER 

6" PERMANENT MAGNET TYPE, VOICE COIL 
IMPEDANCE 6 OHMS AT 400 CYCLES, 


” 


® CNA-49140 (RBZ) 
376/41 PEC 
NOV. 41 


cate | MAUUEAGTHSER’S | ANRIACTHIEES. 


COAXIAL CORD PLUG 
SINGLE CIRCUIT FOR RF CONNECTIONS, 


4/24/44 TQ-1-12 CATALOG 
NOV. 41 
cen 49143 FA & FB 


COAXIAL RECEPTACLE 
SINGLE CIRCUIT FOR RF CONNECTIONS FOR 
CONTINUOUS SHIELDING. 


A/24/41 TQ-1-13B CATALOG 
Nov. 41 
cen 49144 FA & FB 


COAXIAL RECEPTACLE 
SINGLE CIRCUIT FOR RF CONNECTIONS. 


4/24/41 TQ-4-1358C 
WOV. 41 


CATALQG 


crv 49145 NMBot & WEA 

LOVOSPEAKER 

PERMANENT MAGNET TYPE. HAS LINE-TO- 
VOICE COIL TRANSFORMER, OPERATES FRON 
600 OHM LINE. EQUIPPED WITH A BLAST 
SHIELD. FOR EITHER TABLE OR BULKHEAD 
MOUNTING. RATED 1.75 WATTS, 750 TO £300 


cYCLes. W-303332-2 
425/41 M1 -8966-2 sua 0 
Auc. 44 CHES 8286,2/19/446 


cue 49146 NMB-1 

RECEPTACLE 

10 CONTACTS. EACH CONTACT RATED 10 AMPS 
130 VOLTS. : , 


4/29/41 P-tOAB CRV2WN-303337-65 
AUG. 42 SuB I 


cy 49147 NNB-1 

PLUG 

10 CONTACT. EACH CONTACT RATED 10 AMPS, 
AT 410 VOLTS. SIMILAR TO CyC-49185 
EXCEPT USES DIFFERENT LOCK. 


4729/41 Ss-10 CRV3W-303337-79 
AUG. 42° CCT-FHT suet 


cua 49148 NMB-T 

TELEPHONE JACK 

6 SPRINGS. TWO NORMALLY CLOSED AND ONE 
NORMALLY OPEN CIRCUITS. 


4/29/41 CRV2W-+303336-62 
NOV. 41 sue 1 

cH. 49149 *® SEE BELOW 

LOUDSPEAKER 


® ACCESSORY FOR RBJ. 
WITtal 
NOV. 41 


“AGT | ANNTACTIUMR GR 


RF PATCH CORD 
70 OHM; 48° LONG CPLUS PLUG LENGTH). 


7EV6/41 
NOV. 41 


49150-A GENCRAL USE RA 62F 218 p 
RF. PATCHCORD 
65 OHM, 48" LONG, IDENTICAL WITH TYPE 
+49150 EXCEPT USES MODIFIED CABLE MORE 
RESISTANT TO WEAR. 


1/17/42 
MAR. 42 


491598 RASZF2Z18E RA 62F 218 
RF PATCH CORD: 70 + 3 OHMS 

48" LONG. SAME AS BASIC NUMBER EXCEPT 
(1) USES NOOITFIED CABLE MORE RESISTANT 
TO WEAR, (2) IMPECANCE HAS SEEN SLIGHTLY 
CHANGED DUE TO (3) USING 2 STRANDS #26 
FOR INNER CONDUCTOR INSTEA® OF? STRANDS 
#24, 

7/30/42 

AUG. 42 


49151 GENERAL USE RA ASF 224A 
90° PLUG ADAPTER 
FOR USE WITH NAVY TYPE -49121 CONCENTRIC 
PLUG. 


7/30/41 
NOV. 41 


49152 GENERAL USE RA 49A4225A 
BINDING POST ADAPTER 
FOR USE WITH NAVY TYPE -49120 CONCENTRIC 
JACK, 


8/8741 
NOV. 43 


cox 49153 SK-9 SSRS49S10T0 A 
LOUDSPEAKER UNIT 

CONTAINS LOUDSPEAKER MOUNTED IN A METAL 
BOX. OPERATES FROM A 6 OHM LINE. HAS 
"ON-OFF" SWITCH MOUNTED ON FRONT OF BOX 
WHICH PROVIDES A 5-OHM DUMNY LOAD WHEN 
SWITCH 3S IN "OFF™ POSITION. PERMANENT 
MAGNET TYPE, 3 WATTS MAX. INPUT IMPED- 
B/15741 726E SX-5049 ALT 1 
OCT. 42 


ceN49153 


ANCE 6 OHMS. 


cue 491454 RBG 

LOUDSPEAKER 

DYNAMIC SPEAKER HAVING PERMANENT MAGNET 
FIELD; 8” DIAMETER CONE. 


9/5/41 
NOY. 41 


MA ASHONS CRASEACTAUE 


665197 O - 45 ~ 56 


RESTRICTED 


NAVSHIPS 900,109 


Class 49—Head Telephones and Associated Apparatus 


[SRR [ease assicnan rox | STARA NY GANELIVE sr asstoneo rox | GHASLRRLHG, | [_aAAWAAIRA [rs assieneo von | HAWLRRARH, 
crv 49455 NOS-91774 . . 49169 RBH RBM-1&2 
LOUDSPEAKER crv 49162 RBB,-1,RBC,-1 RECEPTACLE: 


SPEAKER PROPER WILL HANDLE 20 WATTS 
SPEECH, IS OF PM TYPE. INCLUDES TRANS- 
FORMER IN CASE TO MATCH VOICE COIL TO 
640 OHM LINE. SIMILAR TO CRV-49101 
EXCEPT 1S EQUIPPED WiTH A BLASTPLATE 
AND INCLUDES AN ATTENUATOR WITH MAXIMUM 
9/17/41 Mb-2920 


KOV. 43 CMXz1602 REV 6 


ATTENUATION OF 40 023 crv 49155 
CONTINUOUSLY VARIASLE MOUNTED ON CASE. 


cw-49156 so 
TELEPHONE PLUG 


Vi/t7/4r 47 P-263483 
DEC. 41 ISSUE 6 
cw- 49157 so 

TELEPHONE PLUG 

41/17/41 310 A-164345 
DEC. 41 ISSUE 7 


crv 49158 ve-t 
CRYSTAL HOLDER SOCKET 
TWO CONTACT, FOR USE WITH TYPE -40062 


HOLDERS. 

14/27/41 K-855748-502 
MAR. 42 sual 

cen 49159 * SEE BELOK 

RECEPTACLE 


9 CONTACTS. 


© CRV:K-866555-1 REV. J. 

* RBA, RBA-1, RBB, RBB-1, RBC, RBC-8, 
VW1/28/41 AN-3102-28-4S  CFTSF-28739-3A 
MAR. 42 © SEE ABOVE 


cex 49160 


PLUG 
3 CONTACTS. 


* SEE BELOW 


*CZC38117, ISS 3 

™ RBA, Kea-1, Rod, RBB-1, RBC, RBC-I, 
11/30/41 mC-3™ CRV3K-871631 
FEB. 45 ~S$uB 0 # 


ceH 49161 
RECEPTACLE 
3 CONTACTS, 710 BE SUPPLIED WITH 3 HEX, 
NUTS, LOCK WASHER, AND KNURLED NUT. 


* SEE BELOW 


*CZC38120 ISS 4 
® REA, RBA-1, RBZ, RBB-1 RKC-1 


CRV:W-130230 SUBO 


CABLE ASSEMBLY: CONSISTS 
OF ONE AN-3108+28-4P NINE CONTACT PLUG 
ON EACH END OF A §&7-INCH LONG FLEXIBLE 
SHIELDING CONDUIT. CONDUIT ATTACHED TO 
PLUGS BY COUPLING HUTS. ASSIGNMENT IN- 
CLUDES NINE COLOR-CODED WIRES CONNECTED 
TO EACH PLUG. 
1/12/42 

MAR, 42 


P-721090-501 
sus 0 


cic 49163 SJ 

COAXIAL PLUG 

FOR USE WITH 1/4" SINGLE CONDUCTOR 
SHIELDED FLEXIBLE CASLE. FOR USE WITH 
CJC-49164 COAXIAL JACK. 


1/21/42 
HAR. 42 


SPECIAL CWLES-682048 


ISSUE I 


cue 49164 SJ 

COAXIAL JACK 

FOR USE WITH NAVY TYPE CJUC-49163 
COAXIAL PLUG. 


1/21/42 
MAR. 42 


SPECIAL CWSES-682048 


sSSUE 1 


cw-49164-A Sl-a 

JACK 

COAXIAL. SAME AS -49164 EXCEPT HAS TWO 
O.112-40 TAPPED HOLES INSTEAD OF 0.125 
ORILLEO HOLES. 


3417745 CwreC-11425-4 
APR. 45 (Ss 6 


cen 49165 CxXBO 

HEADPHONES: 

HIGH FIDELITY CRYSTAL HEADPHONES, 
100 TO 12000 CYCLES 


3/13/42 Ant 
APR. 42 


cul 49166 cxBo 

LOUDSPEAKER DUAL: 

PERMANENT NACNET TYPE, HIGH FIDELITY 
60 TO $0 AND 300 TO 10,000 cYCLES, 

25 WATTS, 50% EFFICIENT, WEATHERPROOF. 


3/13/42 WCC 
APR. 42 


cay'49167 Nos -58582 

JACK AND CUP ASSEM2LY: 

FOR COUPLING TO CALIBRATION FACILITIES. 
TO ACCOMODATE NAVY TYPES -4300t AND 
-49034 PLUGS, SIMILAR TO TYPE -49138 
AS FAR AS ACCOMMODATING THESE PLUGS, 
BUT ALL PARTS NOT tNTERCHANGEABLE 


3/15/42 P-7707367 
APR. 42 3 SuB § 
ceo 49168 RGM, R3H-1,82 

PLUG: 

3 CONTACT POLARIZED, 3 CIRCUIT. 


Il 2? 


err ee 


cannon? 


*CEDSBULLETIN K 


3 CONTACT POLARIZED, 3 CIRCUIT. 


LANNOA 7 


SCEDSBULLETIN K 
3/16/42 Cév: CAYSP-7708334-t 
AUG.43 WK-C3-32SL sup 7 * 


49170 RBM,RBM-1,82 
PLUG AIRCRAFT TYPE: 
4 CIRCUST STRAICHT, 1-1/8" 0.0., HAS 
9716" CABLE HOLE, OTHERWISE SAME AS 
TYPE -49069 


3/18/42 CLT:LU-1000-S4 CAY:P-7708342- 
JUNE 42 10 &@ 11 SUB I 
49171 RBM,-1,-2 


PLUG AGRCRAFT TYPES 

8 CIRCUST STRAIGHT 1-1/4" DIA, 2-172" 
OVERALL LENGTH. FOR USE WITH TYPE -49043 
RECEPTACLE AND 1-42" DIA, 8-CONDUCTOR 
CABLE. HAS 9/16" CABLE HOLE, OTHERWISE 
SAME AS -=49042. SAME AS -49224 EXCEPT 
FOR THiS ITEM BEING STRAIGHT. 


3/18/42 CLT:LU-1000-48 CAY:P-7703342- 
MAR. 43 4,5,6,7,12,13, 
cHL 49172 RBK-2 


LOUDSPEAKER: 10" PM 

SPEAKER JENSEN RADIO MFG CO TYPE € 4065 

HOUSED IN CABINET. INPUT IMPEDANCE 5000 

OHMS, FLAT RESPONSE FROM 80 TO 5000 CY. 

VOICE COIL IMPEDANCE 6 OHMS, RESISTANCE 

4.8 OHMS, TRANSSORMER PRIMARY 3000 TURNS 
#36 WIRE, SECONDARY 6f TURNS p20 WIRE. 

3419742 CHLIPM-23 Cacilxris 

DEC. 44 Crisyév205 REV O 


RJ 49173 OW 
DISTRIBUTION UNIT 
40 POSITIONS. 
*DATED 12/27/40 


FMC 243582 


3/27/42 
APR. 42 


Ru 49174 OW-t 
DISTRIBUTION UNIT? 
40 POSITIONS. 


RW:3SF LOA 


3/27/42 
APR. 42 


cul 49175 MN 

LOUDSPEAKER? 

PERMANENT MAGNET, WEATHER-PROOF, UNI- 
FORM RESPONSE OVER FREQUENCY RANGE OF 
400 TO 5000 CYCLES PER SECOND AND AN 
AUDIO POWER HANOLING CAPACITY OF 12 
WATTS, 8 OHMS IMPEDANCE. 


4/13/42 CUL:1B8 CFL:1440-10 
WAR. 43 
CBM49176- WEA-2 


LOUD SPEAKER UNIT? 

CONTAINS LOUD SPEAKER MOUNTED IN A METAL 
BOX. OPERATES FROM A SIX OHM LINE. INPUT 
IMPEDANCE 1S 6 OHMS. FREQUENCY RESPONSE 
US APPROX UNIFORM FROM 300 TO 3000 CYCc- 
LES. SAME AS CBM-49153 EXCEPT THAT ON- 
OFF SwtTCH AND ASSOCIATED DUMMY 5 OM 


FP be 4/16/42 226F C8N580135 
Stee SP-FC 3F euhas BESO 3/16/42 WK-C3-23C 1/2 CAYSP-7708334-3 AUG. 42 ALT O 
ER. 45 
AUG, 43 sug 7 * S asanis 
ISSUED 


Pim] 


MAEAGTHBEES | OWAHHRACTAR EE 


pave MARUAGTRE'S | HANNIAPTUAERS 


pate | __MANUFARTARES AUTON _| 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 3 . 49-1 | 
- [SERRA [nese assronno von | cuaneN | | GRAEIRR. [roar assionso von | oRGRNA _| DEAS [rinse assraneo rox | RATERS, | 
, ce449176 CwO49183 =—-RBF-2 -49138 GEN. USE RE 49F 173 


ROUO. SPEAKER UNE S: . 5 B RF TWIN CONDUCTGR CABLE 
RESISTOR ARE OMITTED. CONSISTS OF LOUD SPEAKER MOUNTED IN AN CONNECTOR: FOR USE WITH NAVY TYPE 


iw ENCLOSURE. FREGUENCY RANGE 600 TO 10000 -49196 RECEPTACLE ASSEMBLY. 
CPS, PERMANENT MAGNET TYPE. 


5/17/42 8/20/42 
AUG. 42 Dec. 44 
ceu49177 WEA-2 cyc 49184 WEA-1 49189 CENERAL USE RE 49F 174 
SINGLE JACK ASSEMBLY: RECEPTACLE: 10 CONTACTS RF TWIN CONDUCTOR CAS3LE 
FOR ACCOMOOATING ONE -49055 PLUG. SAME HAS TWO PINS FOR POLARIZING PURPOSES, SPLICING FITTING: FOR USE WITH NAVY TYPE 
F AS TYPE CBM-49056 EXCEPT FOR SIZE OF EACH CONTACT RATED 10 ANPS AT 110 VOLTS. -49188 PLUG (TWIN CONDUCTOR TCSSF-95-1 
aa CABLE ENTRANCES (3/4 IPS PIPE TAP). SAME AS MANUFACTURER'S TYPE P-410CCE CABLE). 
EXCEPT HAS SCREWS FOR #93 LOCK. TO EN- 
GAGE CYC-49185. 
4/16/42 5S4E CBM:60135 6/9/42 SEE DESCRIPTION CRY:H-305419- 8/21/42 
AUG. 42 ALT 0 AUG. 42 P259, SuB 3 OcT. 42 
cic 49178 RBM, -1,ROM-2 cyc 49185 WEA-1 : 49190 GENERAL USE RE 49F 175 
PLUG: THREE CIRCUIT PLUG: 10 CONTACTS R.F. SPRAY PROOF CONCEN- 
THREE CONTACT, POLARIZED. RATED 300 HAS TWO HOLES FOR POLARIZING PURPOSES. TRIC CA3LE CONNECTOR - PLUG ASSEMBLY$ 
VOLTS AND 5 AMPS MAX EACH CONTACT. EACH CONTACT RATED 10 AMPS AT 110 VOLTS. PLUG FOR USE WITH NAVY TYPE 49194 RE- 
METAL PARTS WITHSTAND 200 HOUR SALT SAME AS NAVY TYPE CJC-49147 (MANUFAC: CEPTACLE & NAVY TYPE-49193 HOOD. FOR 
a SPRAY TEST, PHENOLIC PARTS IN ACCORD- TURER'S SS-10-CCT-FHT) EXCEPT WITH #93 USE WITH NAVY TYPE R248/U (CASSF-50-1) 
io ANCE WITH 17-P-4 AND 17-P-5. LOCK. TO ENGAGE CJC-49184, CABLE. 
: *CHLS108057C 
4/19/42 P-303-°AB CAYIN-2408053-1 6/9/42 SEE DESCRIPTION CRViH-305419- 8/26/42 CUFSTTBITS CGrK-56551 
AUG. 42 SuB 4 AUG. 42 P234, SuB8 3 HAR. 45 CHL:PL-259 REV O *SEE ABOVE 
oe cic 49179 RBM,-1,-2 CNA 49186 R8T,-1 CPH- 43191 GENERAL USE RE 49F 169 
RECEPTACLES LOUD SPEAKER: 8” PM LOUD COAXIAL CABLE FITTING 
THREE CIRCUIT, THREE CONTACT. POLARIZED, SPEAKER, CABINET MODEL. INCLUDES A MATCH STRAIGHT THROUGH: TO BE USED BETWEEN 
RATED 300 VOLTS AND & AHPS MAX EACH CON- UNG TRANSFORMER EN THE METAL CABINET. TWO TYPE -49195 PLUG ASSEMBLIES. 
TACT. METAL PARTS WITHSTAND 200 HOUR INPUT IMPEQANCE 7000 OHS. FREQ RESPONSE 
SALT SPRAY TEST, PHENOLIC PARTS IN AC- 200 TO 8000 CY. VOICE COIL IMPEDANCE 6 
CORDANCE WITH 17-P-4 AND 17-P-5. OHMS AT 400 CY. PERMANENT MAGNETIC FIELD 
] Q@SPEAKERSNDC-8, CABINET30CS-8, ALSO COM- 
4/19/42 S-303-AB CAY2M-7408053-2 6411742 ESEE PLATE 2 c-889 6/16/42 83-15 
AUG. 42 MODIFIED SuB 4 HAR. 43° AND ABOVE MAY 45 
cw 49180 RBF-1 49186 CPH- 49191-A MARK 36 
ie HEADSET, HIGH FIDELITY: CONNECTOR, FEO-THROUGH 
on CONSISTS OF TwO 2I1-A. RECEIVERS. ONE HAS SOCKET CONTACTS AT 80TH ENDS. USED 
10 SPECIAL HEADBAND, AND ONE NAVY TYPE FOR JOUNING TwO COAXIAL CABLES. SAME AS 
“490120 TELEPHONE CORD, MINIMUM AND MAX= “49491 EXCEPT THREADING TRAVERSES ENTIRE 
THUM IMPEDANCE PER RECEIVER; 22 AND 28 SHELL. 
OHMS RESPECTIVELY. DC RESISTANCE IS 25 
4 + 3 OHMS PER RECEIVER. NINIMUM EFFICI~ eccont'd) 
om 4/30/42 *3EE PLATE THO  @SEE PLATE THO PLETE MCS. 3/N7085  83-1F CGLK-7110271-1 
auc. 4? APR. 45 REV O 
cH¥49180 cep 49187 JN-1 49192 GENERAL USE RE 49F 168 
HEAD TELEPHONE SET? COAXIAL CAZLE FITTINS 90°: 
CIENCY OUTPUT 1S G4 DB ABOVE ONE BAR PER CONSISTS OF TWO HIGH IMPEDANCE PIEZO- CAN BE USED ONLY WITH A TYPE -49194 RE- 
‘iene WATT. FREQUENCY RESPONSE FLAT UP TO 2000 ELECTRIC TYPE (ROCHELLE SALT) HIGH Im- CEPTACLE ASSEMBLY AND A TYPE 49195 PLUG 
CYCLES. DISTORTION -.2%. PEDANCE CRYSTAL RECEIVER UNITS HAVING A ASSEMBLY. SAME AS SIGNAL CORPS MODEL . 
(WE SPC. D132034). FREQUENCY RESPONSE OF 50 TO 10,000 CY; H-559-A, 
ALSO INCLUDES A SUITABLE HEADBAND AND A 
MCHSTIE-A RECEIVERSCH21D SPECIAL HKEAD- 5 FOOT PIN TIPPED CORD. 
: BAND. @Cw:0-132034 CORD. 6/12/42 TYPE A. CODE CBDLI53I9 6/14/42 CDU:DD-5298-A-3 
‘ig AUG. 43 WORD MILLO" FES. 45! 
CAG ux ce049187A JN & JO 49192-a GEN USE RE 49F168 
cro- 49181 HEAD TELEPHONE SET: COAXIAL CA3LE FITTING-90° 
: JACK CONNECTOR CONSISTS OF TWO PIEZO-ELECTRIC TYPE, SAME AS 49192 EXCEPT VOLTAGE REFLECTION, 
CONCENTRIC, CONNECTOR TO ADAPT CAGLE ROCHELLE SALT HIGH IMPEDANCE RECEIVER AS PER NRL ST'D. TEST, IS LESS THAN 10%. 
as PLUG OF NAVY TYPE CAG-60040 TO RECEIVER UNITS HAVING A MORE UNIFORM FREQUENCY 
PLUGe FEMALE CONNECTOR BOTH ENDS. RESPONSE THAN TYPE CB0-49187 CALTHOUSH 
: LESS SENSITIVE) BETHEEN THE LIMITS OF $0 
TO 10,000CYCLES; ALSO INCLUDES A SUIT~ 
542/42 CAGS774-N CAG3774-4SF-14 W/S/42 0 Avd 13319 2/16/42 Vt/t/as 
: FEB. 45 AUG A? NOW AS 
ii 
CFD- cBO049187A 49193 RE 49F 167 
caG- 49182 Lx RECEPTACLE HOO 
TERMINAL UN(TS ABLE, HEAD BAND AND A & FOOT PIN TIPPED FOR USE WITH CONCENTRIC CABLE. 
: TERMINAL UNIT TO CHANGE CONCENTRIC CON- CORO. 
t NECTIGN TO 2 TERMINAL CONNECTEGN, 
te #CFENSSOOSI6-1 REV I CFN:300106-2 REY 4 
8/2/42 CaGr774-YA-1 CAGI774-35SF°10 CLS 7rae Cl cHZrP1-2011 
FEB. 45 aig Tsensp| DEC? 44 Isso * 
ISSUED 7 - ISSUED S oasee 
vam (“oare [™auasria’s [ACT [are [SRSA Sarnia pave | MORASS] GRATIN] 
RESTRICTED NAVSHIPS 900,109 


3.49-12 


Class 49—Head Telephones and Associated Apparatus 


DEACON [FIRST assicnaD FoR | ASL GRAKHGN | | peek ation [rms ASSIGNED FOR OFA ARS i] [ vee aon [rinse assicnen ror | HATS, | 
49209 Tap RE 49A 133 
49194 GENERAL YSE RE 49F 167 cepH 49201 RBL,-1,°2 MICROPHONE PLUG (FEMALE)? 
RECEPTACLE ASSEMDLYs PLUG: FOUR CONTACT CONNECTOR, (FEMALE) INCLU- 


FOR USE WITH CONCENTRIC CASLE. 


RCFNS300106-1 REV 2 
*COVrv9-5252-A-1, CHLZTOAOSEA 


Bhg/42 83-1 CHZ:RC-1091 
VARY 45 isso * 
49°95 GENERAL USE RE 49F 167 


PLUG ASSEM3LY: 
FOR USE WITH CONCENTRIC CABLE. 


@CPH:335-1SPN 

*CDUS32435-A-1, CNASF505-1, REV 2 
*COULS243-A-1 

6/3/42 Cis ARMY TYPE CRA:PL-1015 
JUN. 45 PL-259A isSuE A * 


49196 GENERAL USE RE 49F 173 
RECEPTACLE ASSEMBLY: 
FOR USE WITH' THIN CONDUCTOR NAVY TYPE 
TCSSF-95-1 CABLE, 


7/18/42 
OCT.42 : 


49197 GENERAL USE RE/49F 176 
COAXEAL COUPLING FITTING: 
USED TO CONNECT NAVY TYPE CASSF-50-1 
TYPE CABLE TO 7/8" OD GAS LINE. 


CANCELLED REASSIGNED 
UG-32/U ON OWG RES9F187 
Vorer4a2 

DEC. 44 


491397-A GEN, USE 
CO-AXAAL COUPLING FITTING 


RE-49F-176 


CANCELLED 
2/17/42 
DEC. 44 
49193 CENERAL USE RE 49F 171 


RICHT ANGLE TWIN CONDUCTOR 

CABLE CONNECTOR: FOR USE WITH RF TWIN 
CONDUCTOR CA3LE NAVY TYPE FCSSF-95-1, 
USED WITH WAVY TYPE 49196 RECEPTACLE 
ASSEMBLY. 


6/4/42 
OCT. 42 


49199 GENERAL USE RE 49F 172 
RoF. CO-AXIAL CA3LE "T" 
CONNECTOR: FOR USE WITH RF. CO-AXIAL 
CABLE. CAN BE USED WITH 49193, 49192, 
49191, 


8/6/42 
OCT. 42 


cua 49200 RAO-2 

TELEPHONE JACK: 

FOUR SPRING TYPE, 2 CIRCUITS, ONE NOR- 
MALLY OPEN AND ONE NORMALLY CLOSED. 
MLOGET SIZE. 


7 PRONG MALE, RECESSED CONTACT TYPE, SE- 
CURED TO MOUNTING SURFACE BY ELLIPTICAL 
PLATE OF SAME SIZE AS iS USED WITH VACU- 
VM TUBE SOCKETS. 


7/30/42 CPH:61CP7S CNASD°769 
OCT. 42 7/20/42 
cPH49202 RBL,-1,-2 
RECEPTACLE: 

7 CONTACT, FEMALE. 

7/30/42 CPH:PF7S CNA: D-3768 
oct.42 7/20/42 


cre 49203 DAH, DAH =f 

TELEPHONE JACK: 

6 SPRINGS, 2 CIRCUIT, ONE NORMALLY 
CLOSED, OTHER NORMALLY OPEN. 


8/1/42 CFTsF -S651-18 
oct, 42 


eye 49204 SE 

PLUG ASSEMBLY: 

3/8" JONES PLUG WITH STANOARD 1/8" TUBE 
Base. 


8/21/42 SIMILAR TO 
BAR. 43 CuCzPt010 


CWwrES-6888352 
ISSUE 1 


49205 
PLUS ASSEMBLY, 
R.F. COAXIAL, CONSTANT IMPEDANCE, CASLE 
CONNECTOR, PLUG ASSEMBLY FOR USE WITH 
NAVY TYPE CASSF-S0-1 CABLE. 


DESIGNATION SUPERSEDED BY UG-12/0. 


GENERAL USE RE 49F 180 


6/21/42 
WoV. 43 


49206 GENERAL USE RE 49F 180 
RECEPTACLE ASSEMBLY: 
(FOR USE WITH 49205). RLF. COAXIAL, CON- 
STANT (MPEDANCE, CASLE CONNECTOR, RE- 
CEPTACLE ASSENBLY, FOR USE WITH NAVY 
TYPE CASSF-50-1 CA3LE. NON WEATHER PROOF 
DESIGNATION SUPERSEDED BY UG-I3/U. 


8/21/42 
NOY. 43 


cus 49207 DAQ 

LOUDSPEAKER: 

RATED OPERATING LEVEL: 2 WATTS. RATED 
VOCE COIL IMPEDANCE: 4 OHMS. OVERALL 
DIAMETER? & INCHES, OVERALL. DEPTH:2-5/8 
(NCHES MAXIMUM. PERMANENT MAGNET TYPE. 


8/29/42 CJSZPMSFS 
OCT. 42 


CFTSFS4075-2A 


49208 RE 49F 173A RE 49F 173 
RECEPTACLE HOOD: 
FOR USE WITH RF TWIN CONDUCTOR CASLE 
NAVY TYPE TCSSF-95-1. NAVY TYPES-49196 
AND ~49188 RECEPTACLE & PLUG RESPECTIVE- 
LY. 


DES A COUPLING RING, A SPRING RING, A 
SPRING CORD PROTECTOR AND A SOEEZE TYPE 
CROUND CLAMP. HAS POLARIZING DETENT 
POSITION t. 


9/2/42 CPH:MC4FI 
OCT. 42 


49210 * SEE BELOH RE 49A 183 
MICROPHONE PLUG (FEMALE): 
FOUR CONTACT CONNECTOR (FEMALE) INCLUDES 
A COUPLING RING, A SPRING CORD PROTECTOR 
AND A SQUEEZE GROUND CLAMP. SAME AS TYPE 
49209 EXCEPT HAS THO POLARZING DETENTS 
SEPARATED FROM EACH QTHER BY 90° 
* TOP & TBY SERIES 
9/2/42 CPH: MC-4FI CAYIM-7407540-2 
HAR. 43 RODTFIED SUB 8 


49210 
(N POSITIONS 1 & 2 TO PREVENT INSERTION 
IN SAHE RECEPTACLE AS TYPE -49209. 


49211 * SEE BELOW RE 494 183 
HICROPHONE PLUG (FEYALE): 
FOUR CONTACT CONNECTOR (FEMALE) INCLUDES 
A COUPLING RING, A SPRING CORD PROTECTOR 
AND A SQUEEZE TYPE GROUND CLAMP, SAME AS 
TYPE 49209 EXCEPT HAS TWO POLARIZING DE- 
TENTS SEPARATED FROM EACH OTHER BY 120° 
* TEP & TBY SERIES 
9/2/42 CPHSMC-4F1 CAY2M-7407540-4 
WAR. 43° MODIFIED sue 8 


49211 
ONE IN POSITION 1 AND THE OTHER BETWEEN 
POSITIONS 2 & 3, TO PREVENT INSERTION IN 
SAME RECEPTACLE AS TYPE 49209 


cTE 49212 
ANTENNA CORD: 
INCLUDES BREAKAWAY MOULDED PLUG. 


* SEE BELOW 


@ MULMV, AW. & RX, 
9/10/42 CTEXX-103 
AUS. 43 


CClr445~-3.23 


cre 49213 *SEE BELOW 

MICROPHONE CORD: 

INCLUDES MOULDZD BREAKAWAY PLUG AND 
MOULDED SWITCH HOUSING FOK NAVY TYPE 
~24159. 


* RULMV NW OMX 
9/10/42 CTE :TC-128-1 
AUS. 43 


CCHhs145-3.23 


cco: 49244 HU,MV MW MX 

HEADSET ASSEMBLY: 

INCLUDES TWO NAVY TYPE -49215 HEAD- 
PHONES AND ONE NAVY TYPE °49216 TELE- 
PHONE CORD. 


9710742 CFE:RER CCH 145-3.22 


ia 30% Shae AUG. 44 ‘ 
ae CMA:705-8 ue ocr. 42 vA 
ISSUED 
eave | Mana | SeQKArTAREEA care | SETS | RATER care | Mwai] anal 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Heod Telephones and Associated Apparatus 


3.49-13 


JAN 
[HAG [nase asionso von | oAAMESRAYI | 


BNE frase asscnnm ron | QMS | [SARA [rest asioneo ror | AGRA | 


CEX49214-A RBZ 
HEADSET ASSEMBLY 


INCLUDES TWO NAVY TYPE -49215 HEADPHONES 


AND ONE NAVY TYPE -49216-A TELEPHONE 
coro. 


4/20/43 CEXJX-52 
NOV. 43 6/20/43 
cur 49215 * SEE BELOW 
HEADPHONE: 


300 OHM, LIGHTWEIGHT, 


* MU MV, MW, MX 
9/10/42 CUPIU.S.-42 
OCT. 42 


ct’ 49216 * SEE BELOW 

HEADPHONE: CORD: 

FOX luleR-CONNECTING THO NAVY TYPE 
*49215 HEADPHONES IN HELMET. INCLUDES A 
MOLDED-IN BREAKAWAY PLUG. 


MU MVM MX 
9/10/42 CTE:XxX-102 
AUG. 44 CFEZRBR 


CC1st45-3.22 


CZK 49216A RBZ 

HEADPHONE CORD: 

FOR INTERCONNECTING TWO NAVY TYPE -49215 
WMEADPHONES IN HELMET. DIFFER IN CON- 
STRUCTION BUT INTERCHANGEASLE WITH BAS! 
TYPE -49216. 


4/20/43 CEX:J-W-t14 CEXsJ-W-114 
AUG. 44 ¢ REV 


cay 49217 QBE-I 
LOUD SPEAKER: 


c 


CONTAINS LOUD SPEAKER UNIT MOUNTED IN A 
METAL BOX. OPERATES FROM A SIX OH™ LINE, 


INPUT IMPEDANCE 6 OHMS, FREQ. RESPONSE 
1S APPROXIMATELY UNIFORM FROM 300 70 


3,000 CPS. SAME AS CBM-49176 EXCEPT FOR 


APPEARANCE OF CASE, CASE IS SMALLER IN 
9/30/42 C8M:7264 CBm160135 AUT 


2 


MAR, 44 CAN: 811942 REV O 


S1ZE AND MORE RUGGED, can4S297 
AND MOUNTING DIMENSIONS HAVE BEEN 
CHANGED. 


cex 492174 cseEe-2 

LOUDSPEAKER: 

SAME AS -49217 EXCEPT INCLUDES VOLUME 
CONTROL. 


1/12/43 CBHS726K CBM:SK-5586 
DEC. 44 ALT 0 


49218 GENERAL USE RE 49F 180 


CONNECTOR WEATHERPROOF: 
CONSTANT INrcvAntc, MICROWAVE, 50 OHMS 


FOR USE WITH NAVY TYPE CASSF~-SO-! CABLE 


TO CARRY $09 ¥ RF OR DC CONSISTS OF A 
TYPE -49205 COAXIAL PLUG AND A TYPE 
749206 COAXIAL JACK. 


49219 Ta? SERIES RE 498 186 
RECEPTACLE (MALE) 

FOUR PRONG CONNECTOR CHALE). INCLUDES 
KNURLED MOUNTING RING, LOCK WASHER ANO 
HEXAGONAL LOCKING NUT. HAS SLOT TO FIT 
POLARIZING DETENT. FOR USE WITH= 49209 
MICROPHONE PLUG. 


9/26/42 CPHSFC4GM 
Oct, 42 


45220 * SEE BELOH RE 49A 186 


RECEPTACLE (MALE), 

FOUR PRONG CONNECTOR CMALE). INCLUDES 
KNURLED MOUNTING RING, LOCK WASHER, AND 
HEXAGONAL LOCKING NUT, SAME AS TYPE 
49219 EXCEPT HAS ADDITIONAL SLOT 90° 
FROM OTHER TO FIT 2 POLARIZING DETENTS. 
* T32P 8 T3ZY SERIES 

9/24/42 CPHR:PC4i CAY2M-7407540-1 
MAR. 435075, REV 8 


FOR USE WITH TYPE 49229 
-49210 MICROPHONE PLUC. 


49221 *SEE PLATE 2 RE 49A 186 
RECEPTACLE: (MALE) FOUR 
PRONG CONNECTOR (MALE), INCLUDES KNURLED 
MOUNTING RENG, LOCK WASHER, ANO HEXA- 
GONAL LOCKING NUT. SAME AS TYPE -49219 
EXCEPT HAS ADDITIONAL SLOT 155° FROM 
OTHER TO FIT 2 OTHER POLARIZING DETENTS. 
FOR USE wiTH TYPE -49211 MICROPHONE PLUG 
9724742 CPH:PC4m CAY2%-7407540-3 
WAR. 435 MQD. REV 8 


49221 


* TBP AND TBY SERIES. 


cw- 49222 SL & MK 10) S5RE49STOISA 
PLUG-MALE 

COAXIAL MALE PLUG WITH ATTACHED BRASS 
Sleeve 2 174" LONG. FOR USe WII Trre 
749223 FEMALE PLUG. 


1072/42) O0-t60142 
MAR. 44 726H 


ESC-GII49R. ISS. 4 


cw-49223 SL & MARK 10 

PLUC - FEMALE: 

COAXIAL FEMALE PLUG. FOR USE WITH TYPE 
49222 MALE PLUG. 


10/2/42 CWs0-160143 CwSESO-631498 
OCT .42 ISSUE 4 


49224 Res 

PLUG-AIRCRAFT TYPE? 

BCtxCUIT, 90° TYPE, 1 %*® DIA. FOR USE 
WITH NAVY TYPE-49043 RECEPTACLE AND A XK” 
DIA., 8 CONDUCTOR CABLE. HAS 9/16" CABLE 
HOLE. SAME AS-4917t EXCEPT FOR 90° TYPE. 
SIMILAR TO-49042 EXCEPT FOR 90° TYPE AND 
9/16" CABLE HOLE. 2 1/16"X2 6/8" OVERALL 


49224 
(20>1/16" ON THE 9/167 CABLE HOLE END) 


cen 49225 Qcs,Qct 3 

LOUD SPEAKER: : 
CONTAINS LOUD SPEAKER MOUNTED TN A METAL 
BOX. OPERATES FROM A 600 OHM LINE. IN- 
CLUDES 600-TO 6-OHM TRANSFORMER. 
FREQUENCY RESPONSE 1S APPROXIMATELY UNI- 
FORM 300 TO 3000 CPS. SAME AS CBM-49217 
EXCEPT INCLUDES TRANSFORMER, 

41/30/43 C84: 726H €3%:60175 

JUNE 43 ALT. 4 


CRY 49226 QFO 

LOUD SPEAKER: 

RATED 3 WATTS CONTINUOUS; 50 TO 7000 CY 
PER SECOND. METAL CABINET. ENCLOSED TYPE 
INPUT IMPEDANCE:6 OHMS. 


e . 
32/8/42 CRYSMI-62344 CRVIM-201453 
JUNE 43 sue 0 


49227 CEN. USE RE 49F 177 
CO-AXIAL COUPLING FITTING 

(SPECIAL): SAME AS 49197 EXCEPT PART 8 
DIMENSION 1S 0.182" AND DIMEN, #3 
(4215) ORILL DOES NOT APPLY TO COUPLE 
CASSF-S0-1 CABLE TO 7/8 0,0. GAS LINE, 
70 OHMS CHARACTERISTIC IMPEDANCE, 
CASCELLED REASSIGNED UG-33/U ON REAIFI187 
Vaev7ea2 

DEC. 44 


cnr 49228 ML-3 

LOUDSPEAKER AND TERMINAL 

BOARD: 

INCLUDcS VYNAMIC LOJOSPEAKER, VOLUME 
CONTROL, AND TERMINAL BOLTS MOUNTED ON 
PANEL BOARD. FOR REMOTE USE. INPUT: 

2.34 V, 0.626 ANP, 5.5 OHMS IMPEDANCE. 
FREQ RESPONSES +298 FROM 100 TO 4500 CY. 
82/21/42 CuR:3958-29 CNRI3953°27-2 
JUNE 43 SPKK-CUS:ST-238 


cur49228 
SPEAKER TYPE-49266 


CMa 49229 OAA-2 

WIDGET JACK: 

SINGLE SPRING, TWO CIRCUIT, ONE NORMALLY 
CLOSED, ONE NORMALLY OPEN 


1/1/43 CMALA3A CGI 3824-2419 
NOV. 435 CHA2B13562 


cw: 49230 OAH 

HEADSET ASSEMBLY: 

80 OHM, INCLUDES TYPE -49023 HEACPHOME, 
HEADGAND EARPAD, CORD AND TYPE -49006-A 
PLUG SIRILAR TO TYPE -49465 EXCEPT EM- 
PLOYS DIFFERENT RECEIVER, 

WHEADPHOSE Cwid28 CwsITA CORD CW2RX2CD48" 
SPLUG CHASTC75 


10/1/42 10/20/42 byvj1d B3eE ABOVE MARINE CORPS 
SEPT 43 ASuanies Jung 43 assicni| MGV. 43 304A) 
issuED iSSUED 
[pars [__ *RHAGHIBES SASTRAE pare | SRWAGTHSEE® | BRRWIAETNAEE. DATE AEE SAMAR ck | 


RESTRICTED 


NAVSHIPS 900,109 


Class 49—Head Telephones and Associated Apparatus 


NAVY A NAVY TYP | HAYY DRAWING NAVY TYPE | NAY RA WING 
DEAS ATION [nese ASSIGNED FOR | on SpecriCAion [ DENGRATION FIRST ASSIGNED FOR | oR SPECICATION | DESIGNATION FIRST ASSIGNED FOR | ok NPLARGATION 
cw 49251 Q3F cus 49239 Po-I 


HEAD TELSPHONS SET? 

CONSISTS OF A MOISTUREPROOF HEAD @AND 
EQUIPPED WITH A PAIR OF SPECIAL RECEIVER 
UNITS ASSex SLES Te RECEIVER HULOZKS AND 
WATERPROOF CORD & PLUG. 


1/8/43 CurD-L7E149 CwrtSX-652630 
HOV. 135 wsSue | 


clr 49232 
PLUC-AIRCRAFT? 
3 CIRCUIT STRAIGHT, t 1/8" 0.9., 0.4” 
DIA, BUSHING. SANE KS-49132 EXCEPT HOLE 
Is REA? OF PLUG IS INCREASED FROM 0.405" 
To 0.505" 


28-2,23-3 


1/3/43 CLTsLU-400-S3 CwsoS-£86429-3 
JUNE 43 ISSUE 1 


cLt 49233 
PLUG-ALRCRAFT: 
4 CIRCUIT STRAIGHT, 1 1/8" 0.0... 0.4" 
OIA, BUSHING. SAME AS49133 EXCEPT HOLE 
IN REA® OF PLUG 1S INCREASED FROM 0.405" 
To 0.505" ‘ 


7B-2,238-3 


t/efas CLILU-400-S4"  CNSES-695425-2 
JUNE 43 Issue I 


cht 49254 
PLUG-AISCRAFT: 
S CHRCULT STRAIGHT, 18" O.0., 0.4" DTA. 
BUSHING. SAME AS-49154 EXCIPT HOLE IN 
REAR OF PLUS IS INCREASEO FROM 0.405" TO 
0.505" g 


26-2,28-3 


1/8/43 CLTsLU-400-s5 CW:5S-696429-1 
May 43 tSSUE 1 


cus 49235 Q3F 

LOUDSPEAKER: 

6 WATT 6 INCH PERMANENT MAGNET, 6 O4MS 
VOICE COIL IMPEDANCE, HOUSED tu Ba" XBK"X 
Sh" METAL CASE. 


WESX-641269, ISSUE I 
VypligeS CsssC-dive 
AUG. 44 KS-5340 


ChsESX-652679 
ISSUE 3*C ABOVE 


eye 49236 QCQ-2 

PLUG: 6 CONTACT. EACH 

CONTACT RATED $0 AMP AT 110 V. SAME AS 
CyC-49147 EXCEPT HAS 6 CONTACTS INSTEAD 
OF 10. 


1/14/43 CuC:SS+6-CCT- CRV34-306126-22 
JUNE 43 FHT sus 0 


csc 49237 Qcg-2 

SOCKET: 

6 CONTACT. EACH CONTACT RATEO 10 AMP AT 
110 ¥. SAME ON CJC-49146 EXCEPT HAS 6 
CONTACTS INSTEAD OF 10. 


1/16/43 CUCIP-8AB CRVrd-306129- 
JUNE 43 308 SUB 0 


cex 49238 RBZ 
ANTENNA CORDS 
INCLUDES CLIP FOR HELMET-ANTENNA. 


1/15/43 
JUNE 43 


LOUDSPEAKER: 

ELECTROYAGNET DYNAMIC SPEAMER COM- 
PLETELY OYSTPROIF. RATED 6 UATTS, VOICE 
COIL IMPEDANCE 6 OHNS AT 400 CPS. 1" DIA 
FIELD COLL DC RESISTANCE 280 OHHS, WOUND 
WITH 430 WIRE, 

*SPEC S-~2440(USED ON SAMPLE 5-2400 PRO- 
20,43 
AUG. 43 CJSIMODEL S8RS* 


49239 
DucTION C-4200.) 


cra 49240 PH, PJ 

LOUDSPEAKERS 

PERMANENT MAGNET SPEAKER. RATED 

24 WATTS. 34%" CONE HOUSING. 5 OUNCE 
MAGNET. 4 OHY VOICE COIL 6/3" DIlaANcTER. 
DUSTPROOF.WEIGHT 3/4 POUNDS. 


*CRASCURVE #435 FOR 
218/43 CCS3a-77 
AUG. 43 CRKAISP 


SPKR TYPE 304H 
CCStA-631 REV 
*SEE ABOVE 


cue 49241 
SOCKET: 

2 CONTACTS, POLASIZED, SILVER PLATED 
PHOSPHOR BRONZE "KNIFE SwttCH" TYPE 
COnTACTS RATED 110 V 5 AMP. CORD 
CONNECTOR, END TYPE. 


PO-1,PH,PJ 


2/8/48 C¥C:S-402CCE CICS CATALOGUE 
AUG. 43 CCS36-500 A-262 


cic 49242 PO-1,PH,PS 

PLUG: 2 CONTACTS, 

POLAREZE0, SILVER PLATED CONTACTS RATED 
110 V 5 AMP. INCLUDES ANGLE BRACKETS FOR 
PANEL MOUNTING. 


218743 CUC3P-40243 CJCZCATALOGUE 
AuG. 43 CCS:5-s01 auoP 


Cyc 49243 PO-1,PH,PJ 
PLUG: 8 CONTACTS, POLARIZED, SILVER 
PLATED CONTACBS RATED 110 V 5 AMP, 


INCLUDES ANGLE BRACKETS FOR PANEL 
MOUNTING. 


21asas CJC2P-408A8 CATALOGUE 
May 45 CCS:6-50? 400P 


cuc- 49243-a acu 
PLUG 

8 CONTACTS, POLARIZED, SILVER PLATED. 
CONTACTS RATED 110 VOLTS, S AMPS. IN- 
CLUDES ANGLE BRACKET FOR PANEL MOUNTING. 
SAME AS -49243 EXCEPT 1S FOR 178" PANEL 
(NSTEAD OF 1/16", 
*CRVsw-+306582-57 REV B 
34/23/45 P-408-AB-178 
APR. 45 


CRVtH-306509- 
266 REV 6 ial 


cue 49244 
SOCKET: 

8 CONTACTS, POLARIZED, SILVER PLATED 
PHOSPHOR BRONZE "KNIFE SWITCH” CONTACTS 
RATED 110 V 5 AMP. CORD CONNECTOR, TOP 
TYPE, 


PO-1,PH,PJ 


2/8743 CuUC3S-406CCT CYC: CATALOGUE 
AUG, 43 CCS36-503 A-762 


ASSIGNED 
ISSUED 


cJc 49245 
PLUG: 

8 CONTACTS, POLARIZEO, SILVER PLATED 
CONTACTS RATED 110 V 5S AIP. CORO 
CONNECTOR, TOP TYPE. 


PO-1,PH,Pd 


2/06/43 Ceuc:P-408CCT CUCSCATALOGUC 


AUG, 43 CCS:6-508 490P 
cuc 49246 PD-1,PH,PJ 
SOCKET: 


B CONTACTS, POLARIZED, SILVER PLATCOO 
PHOSPHOR BRONZE "KNIFE SWITCH" CONTACTS 
RATED $10 V 5 AMP. INCLUDES ANGLE 
BRACKETS FOR PANEL MOUNTING. 


2/8/43 CIC3S-40243 CUCICATALCGUE 
AUG. 43 CCS:6-505 A-762 


cuc 49247 
SUCKET: 

8 CONTACTS, POLARIZED, SILVER PLATED 
PHOSPHOR BRON "iNTFE SWtTCa” CONTACTS 
RATED $10 VS AMP. CORD CONNECTOR, END 
TYPE, 


PO-1,PH,Pd 


*MCRVIM-427632-1 REV. 1 
2/8. 43 CUC25-408CCE CCS: 
KAY 45 CCS36-506 A-7 


cic- 49243 pd-1,PH,PS 

SOCKET: 

6 CONTACTS, POLAZIZED, SILVER PLATED 
PHOSPHOR BRINZE NKNIFE SwttCu" CONTACTS 
RATED £10 ¥ 5 AMP, THCLUDES ANSLE 
BRACKETS FOR PANEL MOUNTING, 


*CRVIM-S27017-3 REV.2 


278/45 CICS -496A3 COSCATALOCUE 


May 45 cCS:6-508 A-762 * 
tic 49249 PD-1,PH,PJ 
PLUG: 


6 CONTACTS, POLARIZED, SILVER PLATED 
CONTACTS, RATED 810 V 5 AMP.CORD 
CONNECTOR, TOP TYPE, 


*CKVSL-62514-83 REY 2 
RCRvsm-427017/PI/REV 2 
278/43 CUCIP-406CCT 


CUCSCATALCCUE 


NAY 45 CCS:6-$09 400P * 
cic 49250 PO-1,PH,PY 
SOCKET: 


6 CONTACTS, POLARIZED, SILYER PLATED 
PHOSPHOR BRONZE "KNIFE SwITC4" CONTACTS 
RATED 110 V 5 AMP. CORD CONNECTOR, ENO 
TYPE. 


2/8/43 CICIS-406CCE CIC sCATS&LOGUE 


AUG. 43 CCS25-510 A-762 
cue 492514 PO-1,PH,PJ 
PLuc: 


6 CONTACTS, POLARIZED, SILVER PLATED 
CONTACTS RATED 110 V S&S AMP. INCLUDES 
ANGLE BRACKETS FOR PANEL MOUNTING. 


¥CEVIM-427017/P6/REV 2 


2/6/45 Cues -4u 048 CEC rCATALOCUE 


MayY.45  CCS:6-511 4u0P 
cuc 49252 PD-1,PH,PS 
SOCKET: 


4 CONTACTS, POLARIZED, SILVER PLATEO 
PHOSPHOR BRONZE “KNIFE SWITCH" CONTACTS 
RATED 110 VS AMP. INCLUDES ANGLE 
BRACKETS FOR PANEL MOUNTING. 


*C@mM:1000D-235 ALT O 
616445 CICSS-6U448 COSSCATALOGUE 
KAY 45 CCS36-583 A~762 


[pant | 
NAVSHIPS 900,109 


TARR’ | SANHEAPTANEE, 


eave | MRRWAGTHRRYS | MANHTASTNAEG, 


Date MAST? | MHRATRA | 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-15 


NAVY DRA! 
DESIGNATION FIRST ASSIGNED FOR | OREGON | 


WAVY Ty?! Vv 
DesiehatioN FIRST ASSIGNED roe | on SPER OLTISN ‘| 


WAVY TYPE 
DESIGNATION FIRST ASSIGNED ror | ORAL PRXHN 


cue 49253 PD-1,PH,PY 

PLUG; 

4 CONTACTS, PCLARIZED, SILVER PLATED 
CONTACTS RATED 110 V & AMP. CORD 
CONNECTOR, TOP TYPE, 


49261 GEN. USE 
CO-AXIAL COUPLING FITTING: 
TO COUPLE TYPE CASSF-50-1 C4aLE To 7/8” 
0.0. $0 OHM GAS FILLED T2ANSYISSION 
LENE. A CAS TIGHT KAVY TYPE-49262% PLUG 
MUST BE USED TO CONNECT BETHEEN THE 
CABLE & THIS FITTING. DESIGNATION SUPER 
SEDED BY UG-32/U 


RE 49F 18? 


49267 GENERAL USE 


RIGHT ANGLE FITTING: 

RIGHT ANGLE FITTING TO BE USED WITH 
EITHER NAVY TYPE -49218 OR -49262 
CONNECTORS (LOW POWER 50 OHM CONSTANT 
IMPEDANCE CONNECTOR FOR CENERAL UHF 
APPLICATION) DESIGN BASED ON NAVY TYPE 


248/43 CIC SP-404CCT CUCSCATALCCUE 2p lap 4s -49218 OF BELL LAS DESIGN. DESLORATION 
AUG. 43 CCS:6-514 490P Woe aks SORE mETI8-2506-4 
cuc 49254 PO-1,PH,Py 

SOCKET: 49262 GEN. USE RE 49F. 188 49267 


4 CONTACTS, POLARIZED, SILVER PLATED 
PHOSPHOR GRONZE "KNIFE SWITCH" CONTACTS 
RATED 110 V 5 AMP. CORD CONNECTOR, END 
TYPE. 

*CUC3400S CB%:869-148 ALT O 

CBN: 395-49 ALT O 


CO-AXKIAL CONNECTOR FOR LOW 

POWER USE: CONSISTS OF ONE TYPE-49268 
PLUG. ANO ONE TYPE-49269 JACK. CONSTANT 
IMPEDANCE MICROWAVE 50 OHM WEATHERPROOF 


CONNECTOR. FOR USE WITH NAVY FYPE CASSF- 


50-1 CABLE, FO CARRY 500 V RF OK CC, 


SUPERSEDED BY UG-27/U 


2/6/45 Cucis-d04CCE CUCICATALOCUE 
= 2/18/43 
7 nacho tes uae eg 
JULY 43 CCS36-515 COStA-762 SEPT 43 
PO-1,PH,PJ 
Bees . 49263 GEN, USE RE 49F 187 49268 GEN. USE RE 49F 188 
4 CONTACTS, POLARIZED, SILVER PLATED COTA REAL COUPLING EO EETING: PLUG: 


CONTACTS RATED 110 V 5 AMP. INCLUDES 
ANGLE BRACKETS FOR PANEL MOUNTING. 


*Cem:tO000-24 ALT O 


27614) CICEPH40GKS CIC CATALOGUE 


TO COUPLE TYPE CASSF-70-1 CONCENTRIC 
CABLE TO 7/8" 0.0. 70 OHM GAS FILLED 


TRANSMISSION LENE. A GaS TIGHT NAVY TYPE 


49262 PLUG MUST BE USED TO CONNECT BE- 
(WEEN THE CASLE AND THIS FITTING. 
DESIGNATION SUPERSEDED BY UG-33/U. 


CONSTANT IMPEDANCE, £0 OHM, WEATHERPROOF 
PLUG. USED tH CONJUNCTION wiTH TYPE 
+49269 TO FORM TYPE ~49262 COAXIAL 
CONNECTOR. DESIGNATION SUPERSEDED BY 
UG-21/U. 


2/20/45 4/1 fas CHZ:PL-1061 

JulLY 45 CCS:26-S16 490P * HOV. 433 Nay 45 (ss 0 

cuc 6 PD-1,PH,PJ : 

aes 1PHY 49264  Pd-1,PH,PS 49269 GEN. USE RE 49F 188 
o KET CRECEPTACLE}: . 

2 CONTACTS, POLARIZED, SILVER PLATED 20 ates 


CONTACTS RATED t10 V 5 AMP, DEEP 
RECESSED BRACKET FOR PANEL MOUNTING. 


2/8143 CSC EP-40203 CIC SCATALOGUE 


3 CONTACT POLARIZED BLACK MOLDED BAKE- 
LIFE SOCKET.CADMIUM PLATZD PHOSPHOR 
BRONZE CONTACTS, M@UNTS IN 5/8" HOLE 
WITH RETAINER RING. 

*CFN2300606-2 REV 2 

(cPnd 


CONSTANT !NPEDANCE, 50 OHM, WEATHERPROOF 
JACK. USED IN CONJUNCHION WIFH TYPE 
-49268 PLUG TO FORM TYPE -49262 COAXIAL 
CONNECTOR. DESIGNATION SUPERSEDED BY 
UG-22/uU. 


2/23/43 CPH:S3S CPi-78-S3S 4/1/43 
AuG. 43 CCS:6-206 49003-SB-P JUNE, a2 OCseies4 *SEE ABOVE hove aS 
csc 49257 PD-1,PH,Pu- CPH- 49264-A CABL-74039 49270 eewecUSe Recaee™ tes 


SOCKET: 

2 CONTACTS, POLARIZED, SILVER PLATED 
PHOSPHOR BRONZE "KNIFE SWTICH™ CONTACTS 
RATED 110 V 5 AMP, CORD CONNECTOR, TOP 
TYPE. 


248/43 CJC3S-402CCT CUCSCATALOGUE 
AuG. 43 CCS:6-207 A-762 


cuc 49258 PD-1,PJ,PH 

SOCKET: 

2 CONTACTS, POLARIZED, SILVER PLATED 
PHOSPHOR BRONZE "KNIFE SWITCH” CONTACTS 
RATED 110 V 5 ANP. INCLUDES ANGLE 
BRACKETS FOR PANEL MOUNTING. 


2/4sa3 CUC3S-4024B CUCSCATALOSUE 


SOCKET: 
3 CONTACT POLAR!ZED BLACK MICA-FILLED 
BAKELITE SOCKET. 


3/21/45 S3S-T 
APR. 45 


CPH- 49264-8 CA3L-74039 

SOCKET: 

3 CONTACT POLARIZED 3LaCK MICA-FILLED 
BAKELITE SOCKET, REWORKED TO REMOVE 
TAPER FROM SIDES TO FURNISH FLUSH 
MOUNTING. DIMENSIONS: 0.465" DEEP X 
0.710" OVERALL (TOP? DIA., AND 0.605" 
Dla, ON BOTTOM. 


CONNECTOR (CKLYSFROND: 
FOR CONNECTING CAY TYPE 417-A KLYSTRON 
AND RMA #16 CABLE. 


4/2/43 
JUNE 43 


cua 49271 NXS-18237 

MICROPHONE JACK: 

2 SPRING TYPE, 2 CIRCUIT, ONE NORMALLY 
OPEN, ONE NORMALLY CLOSED, 


: = 3/23/45 S3S-T moO. CA3L-40174 4/8/43 CMALXP-22 CAY:7609192-18 
AUG. 43 CCS:6-208 A-762 APR. 45 REV. 0 NOV. 433 CMALBITOS OREVS 
csc 49259 PD-1,PJ,PH 49265 PO+1,PH,PJ cma 49272 CENERAL USE* 


Plus: 

2 CONTACTS, POLARIZED, SILVER PLATED 
CONTACTS RATED 110 V 5 AMP. CORD 
CONNECTOR, TOP TYPE. 


276/43 CucsP-402CCT CJCSCATALOGUE 
AUG. 43 CCS:6-209 400P 


cua 49260 PD-1 
TELEPHONE JACK? 
INCLUDES 2 SINGLE POLE SINGLE THROW SETS 
OF CONTACTS AND ONE SINGLE POLE DOUaLE 
THROW SET. SAME AS-49021A EXCEPT INSER- 
TION OF PHONE PLUG AUTOMATICALLY OPERATES 
THE SPDT SET OF CONTACTS. CONTACTS BREAK 
1 AMP AC. 

2/15/43 CMAL173680-2 B-116087 
JUNE 43 SPECIAL #4 JACK 


ASSIGNED 


PLUG: 
3 CONTACTS POLARIZED BLACK MOLDED PLUG. 
BRASS PLATED PRONGS. NOT SHIELDED 


(CCPH) 
2/23/43 CPH371-3S CPHI71-3S 
JUNE 43 CCOS29-156 


cus 49266 QBF 
LOUDSPEAKER: 
PERMANENT MAGNET TYPE WITH 6” CONE, 


VOICE COIL IMPEDANCE 1S 6 OHMS. SAME AS 


USED IN TYPE -49228. 


3/10/43 St-238, 2796-C 
JUNE 43 PMB-C (CHAR THED 


ASSIGNED 


MICROPHONE JACK: 
ONE SPRING TYPE, ONE CIRCUIT NORMALLY 
OPEN. 


FIRST PURCHASE: NXS-t8237 
413/43 CMAIXP) CAY:37609192-19 
MOV. 43 CMATZIIOI3ZIREVS 


RAL USE* 


cW#- 49273 CE 
MICROPHONE JACK: 
TWO SPRENC TYPE, THO CIRCUITS, BOTH NORM- 
ALLY CLOSED. 


*FIRST PURCHASES NXS-18237 
473743 Cwi243e CAY37609192-24 
JUNE 43 


Issueo ISSUED 
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3.49-16 Class 49—Head Telephones and Associated Apparatus 
[RAM [rest asscnso von] tee | | RNAS, [esr asionao roe | MRI | SENET [rast assroneo vor | AASLQRMMS 
49274 GENERAL USE RE49AA190 cus 49282 PE-I 49289 GENERAL USE 
UNSHIELDED JACK 60x: LOUDSPEAKER? JACK: 
UNSHIELDED JACK BOX (-TELEPHONE) WIT? 6 INCH, DYNAMIC SPEAKER, RATED 5 WATTS. . 


+ $0 OHMS CONSTANT IMPEDANCE MICROHAVE 
JACK FOR USE WITH CW TYFE D-163296 CABLE 
FOR USE WITH TYPc -49236 FrLUG. 
DESIGHATION SUPERSEDED BY UG-I6/U. 


&: 


VOLUME CONTROL. CONTAINING TWO NAVY TYPE (NPUT IMPEDANCE 4 OHMS. FIELO COtL RATED 
-49012 JACKS AND A POTENTIONETER SN LIEU 1800 OHS, 4 WATTS, TAPPED AT 300 ONHS. 
OF THE SWITCH USED iN NAVY TYPE -49029. 


arioras 4/21/43 CUSZEG-RSCST- = CK21948 57 aes 
: 21743 CHL0-163474 
JUNE 43 JUNE 43 965) REV 0 eoveras 
¢ PE~1 
ee pa ee? cu- 49290 MARK 12 
4 A PLUG-MALE: 
2 CONTACTS. POLARIZED, SILVER PLATED “JUNIOR” JACK, CIRCUIT REVERSING TYPE- s 
PHOSPHOR BRONZE "KNIFE SWITCH™ CONTACTS ONE SPRING, TWO CIRCUIT (SPOT). ONE eS MALE RLUSS MESHES. WLUW TYPE 
RATED 45 V, 5 AMP. AC. CORD CONNECTOR, CONTACT NORMALLY CLOSED. 
TOP TYPE. 
nc Cuc:S-302CCcT GEE EL UAT eH CMA: 703-A iad AfED7AS. CHLOE SS9T Cueesiceaages 
Og ; JUNE 43 ISSUE 2 
* 
csc 49276 PE-1,PG 49284 GEN, USE 
PLUG: PLUG: 49291 ASG. ASG-} RE 13A 802 
2 CONTACTS POLARIZED.SILVER PLATED 50% CONSTANT INPEOANCE MICROWAVE PLUG ADAPTER: . 
i CONTACTS RATIO 45 V AT S AMP, AC. CORD FOR USE WITH CFT TYPE 8-452-D CABLE. CONSUS TS) OF sa He Ee 0: a19359 6; COAL EALY VACK 
CONNECTOR, TOP TYPE. FOR USE WITH TYP£-49285 JACK. CONNECTED BY 15" OF R.«MeAe #16 CALLE TO 
DESIGNATION SUPERSEDED BY UG-24/U, A -49270 KLYSTRON CONNECTOR. 
“CHASH88L. REV O 
PRADIATION LAB. MIT OWG 3194 TYPE 3 
4/20/43 CJczP-302CCT CMX218146 4/21/43 *®SEE ABOVE 
NOV. 43 REV O sULY 45 eas 
csc 49277 PE-1,PG 49284 
SOCKET: ALSO SUPERSEDED BY UG-2t/U. 49292 ASG, ASG-1 RE FSA 802 
10 CONTACTS, POLARIZED, SILVER PLATED ADAPTER: 
PHOSPHOR BRONZE "KNIFE SWITCH” CONTACTS USED TO MAKE POSSIBLE A COINECTION BE- 
THEEN AN AN-3102-28-2S JACK ANO AN H.B. 
tor ancl Mgt eae gee et JONES P-1010 PLUG. INCLUDES 10002 172 Ww 
DROPPING RESESTUR IN SERIES wiTH UNS 
GROUNDED CONDUCTOR. CONNECTORS MOUNTED 
4/20/43 CJCzS-310CCT CMX18152 BACK TO GACK IN A RIGID FITTING WHICH 
Wov. 45 REV 9 hb 
4 
eee PE-1,PG ee GEN USE is4 aos 
10 CONTACTS, POLARIZED, SILVER PLATED 50 OHM CONSTANT IMPEDANCE MICROWAVE JACK CONTAINS THE DROPPING RESISTOR. 
CONTACTS RATED 45 ¥, 5 AMP. AC. CORD FOR USE WITH CFT TYPE B-452-D CABLE. 
CONNECTOR, TOP TYPE, FOR USE WITH TYPE -49284 PLUG, 
DESIGNATION SUPERSEDED BY UG-25/U. 
; *RADHATION LAB. MIT DWG 4040 TYPE 1 
: 4/20/43 CJCrP-S10CCT CMX:18153 4/2iy4s *SEE ABOVE 
: mov. 43 REV 0 NOV. 43 
cuc 49279  PE-1,PG 49286 GEN USE 9293 ; 
SOCKET:, PLUG: 492 ASG, ASG-1 RE 135A 802 
24 CONTACTS, POLARIZED, SILVER PLATED 50 OHN. CONSTANT IMPEDANCE MICROWAVE ADAPTERS e 
PHOSPHOR BRONZE "KNIFE SWITCH® CONTACTS PLUG FOR USE WITH RMA-16 CA8LE, FOR USE USED. TO. PARE. E0851 BCE .A/CONHE ELLON 85 = 
RATED 45 V5 AMP. AC. CORE CONNECTOR, WITH TYPE -49282 JACK. DESIGNATION od TUE SLL Or OANS STANDBY RO WEST Ooh EUEe 
Ter TYPE SUPERSEDED BY UG-18/U, s ESLER : 
: TREC O1GO143 PLUG OR A 0-163595 PLUG CON- 
*®RAOATION LAB MIT DWG 3194 TYPE It NECTED TO A 72 OHM CABLE+ CONNECTORS 
4/20/43 CJCzS-324CCE CHXs 18143 4/21/43 *®SEE ABOVE MOUNTED GACK TO BACK IN A RIGED FITTING 
NOV. 43 REY O MOV. 43 sreetas Fe 
cvc 49280 PE-1,PS 49287 GEN. USE sph as5s 
PLUG: JACK: CPR402 
24 CONTACTS, POLARIZED, SILVER PLATED 50 OHM CONSTANT IMPEDANCE MICROWAVE JACK WHICH CONTAINS A TAPERED SECTION IM- 
CONTACTS RATED 45V, 5 AMP. AC. CORD FOR USE WITH RMA-16 CAZLE. FOR USE WITH PEDANCE TRANSFORMER FROM $0 TO 72 ONS. 
CONNECTOR END TYPE, TYPE-49286 PLUG. DESIGNATION SUPERSEDED 
BY UG-19/U. 
PRADIATION LAB MIT OWG 4040 TYPE 111 
4/20/43 CJCzP-324CCE CNX218186 4/20/43 *SEE ABOVE 
NOV. 43 REV O NOY. 43 
ye 49281 PE-,PG 49288 GENERAL USE 
PLUG: PLUG: 49294 aSG ASG RE 134 802 
24 CONTACTS POLARIZED, SILVER PLATED 50 OHMS CONSTANT IMPEDANCE MICROWAVE ADAPTER? 
CONTACTS KATED 45 V, & AMP. AC. INCLUDES PLUG FOR USE WITH CW TYPE 0-163296 CABLE USEO To MAKE POSSIBLE A CONNECTION BE- 
ANGLE BRACKETS FOR PANEL MOUNTING. FOR USE WITH -49289 JACK. DESIGNATION Soni un NOMINAL COAXIAL TRANSMIS- 
SUPERSEDED BY UG-IS/U. ON LINE (50 OHMS) AND A WESTERN ELEC: 
TRIC O-160143 PLUG OR A D-363535 PLUG 
CONNECTEO TO A 72 OHM CASLE. CONNECTORS 
4/20/43 CICLP-324A8 CMX:18144 AV210463  CW30-163446 RAD LAB MIT: Coste BACK TO BACK IN A RIGIO FITTING 
OV. 43 REV 0 NOY. 4 ‘4 
ASSIGNED be s 2306 ASSIGNED SEPT 43 
IssuED issuen 
[eave | AREARTUSER® —[ MOINEACTARS pare [| MARURAGTHRER™ | RANMAPTURTS, care | MARRAGTA'S [BARAT | 
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Jest ASSIGNED FOR T ovr | 


cpr49294 
WHICH CONTAINS A TAPERED SECTION IMPE- 
DANCE TRANSFORNER FRON 60 TO 72 OHMS. 


49301 RAA & RAB 
VACUUM TUBE SOCKET, 
RECEIVING TYPE, CANCELLED - FOR 
REPLACEMENT USE -49300, 


3/28/32 (CRY) 
NOV. 41 


5ER-5°73, GLR-E DY 
cre 49295 NXes- 28012 

AUDIO MONITOR UNIT? 

INCLUDES CIRCUITS AND SWITCHES TO “ON- 
4TOR AHD CUT-1N ON TWO CHANNELS OVER TWO 
PAIR OF CABLES CAT A OISTANCE OF APPROX. 
30 FT) CONNECTED TO SELECTOR CONTROL 
UNITS, NAVY TYPE CRR-23367, INCLUDES 


49302 RAB 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. FIVE CONTACT, LAMIN- 
ATED PHENOLIC BASE, NEARLY OVAL. 


RE 49AA 305 


(-38302; RE SBAA 139) 


4424143 AL 74611-D 3/16/32 (CEN) 
AUS. 44 NOV. 41 
crrR 49295 49303 RAB RE 49AA 306 


VACUUM TUBE SOCKET, 
RECE!ViNG TYPE. FOUR CONTACT. LAMINATED 
PHENOLIC BASE, CIRCULAR, 


JACK FOR 609% OHM HEADPHONES AND ONE FOR 
A STANDARD NAVY MICROPHONE, 


(-3820!1 & -38303; RE 38AA 141) 


3/16/32 CKY K-7859620- 
NOV. 41 G2 SUB § 
49296 GENERAL USE RE49F160 49304 GENERAL USE RH 38A 174 


RECEPTACLE ASSEMBLY? VACUUM TUZE SOCXET, 


(FOR USE WITH -49205). SAME AS -49206 FOUR CONTACT: FOR TYPE 38015 VACUUM 
EXCEPT LESS MOUNTING PLATE. DESIGNATION TUBE. MOLDED PHENOLIC BASE, OBLONG. 
SUPERSEDED BY UG-I4/U. 


(38304 & 4378) 


4126/43 LU/27/32 
wOY. 43 NOV. 41 
49297 GENERAL USE 49305 RAB RE 49A4 304 


VACUUM TUBE SOCKET, 
RECEIVING TYPE. SIX CONTACT, LAMINATED 
PHENOLIC BASE, OCTAGONAL. 


JACK: (FOR USE WITH 49288) 
SAME AS 459239 EXC=2PI LESS MOUNTING PLATE 
DESIGNATION SUPERSEDED BY UG-I17/U. 


(-38305 & -38308; RE 38AA 140) 


4/26/43 CWID-163474 1/4/33 CRV:K-806695-G2 
wov. 43 Nov. 41 suB 0 
49298 CENERAL USE RE49F188 49306 PC RE A9AA 307 


JACK: CFOR USE WITH 49268) 
SAME AS -492Z69 EXCEPT LESS MOUNTING 
PLATE. DESIGNATION SUPERSEDED BY 


VACUUM TUBE SOCKET, 
RECEIVING TYPE, FOUR CONTACT. WAFER 
TYPE CERAMIC BASE, NEARLY OCTAGONAL. 


UG-23/U. 
(-38306; RE $8AA 136) 
4726443 6/8/33 
wOV. 43 NOV. 41 
49299 GENERAL USE 49307 Pc RE 49AA 304 


VACUUM TUBE SOCKET, 
RECEIVING TYPE. FOUR CONTACT, LAMINATED 
PHENOLIC BASE, OCTAGONAL. 


JACKS (FOR USE WITH 49286) 
SAME AS -49287 EXCEPT LESS NOUNTING 
PLATE. DESIGNATION SUPERSEDED BY UG-20/U 


C-38307; RE $8AA 140) 


4026743 RAD LAB MIT? 6/30/33 CRVM-401806-PI 
HOY. 43 4040 TYPE 141 NOV. 41 Sib ce 
49300 RaB RE 49AA 304 49308 Pc 


VACUUM TUSE SOCKET, 
RECEIVING TYPE. FIVE CONTACT, LAMINATED 
PHENOLIC BASE, OCTAGONAL. 


VACUUM TUBE SOCKET 
CANCELLED - FOR REPLACEMENT USE -49305. 


(-383500 & -38301; RE 38AA 140) 


cay 49309 TAV-2 

VACUUM TU3E SOCKET, 

TRANSMITTING TYPE. FOUR CONTACT, SHELL 
TYPE WITH BAYONET PIN SLOT, ALUMINUM 
SHELL, LOW LOSS CERAMIC BASE, NICKEL 
SILVER CONTACT SPRINGS, CERCULAR. 


€-38309 & 3820) 
8/25/33 S$ §552120 P-7703070-G5 
wOV. 41 SuB 5S 


CAY49309-A Tav-2 
VACUUM TUBE SOCKET 
FOR 7-1/2-WATT TUZES, SAME AS -49309 
EXCEPT BRASS SHELL. 


(-38309A & 3820A) 
8/31/33 P-7703070-G6 


wov. 41 SuB § 


49310 DO-1, 2, & 3 RE 49AA 306 
VACUUM TUBE SOCKET 
RECEIVING TYPE. FIVE CONTACT, LAMINATED 
PHENOLIC BASE, CIRCULAR. 


(-38510; RE 38AA 141) 


8/28/33 CRVIK-63437-G2 
NOV. 41 sue 3 
49311 * SEE BELOW 


VACUUM TUSE SOCKET 
SUPERSEDED - FOR REPLACEMENT USE 
“4935TRTA, 


C-38311 & 38002) 
# RAA. RAB, RAE. 
V2 /33 
Noy. 41 


CRV493141-A * SEE BELCY RE 49AA 308 
VACUUM TUBE SOCKET, 

ANO SUPPORT ASSE“BLY. FOUR CONTACT, 
LAMINATED PHENOLIC BASE, NEARLY OVAL OR 
NEARLY OCTAGONAL (SHAPE OPTIONAL). 


(-3831TAD 

*® RAK-4; RAL-4. 

8/17/38 CRVIM-401485- 
wOV. 41 502 Sus 8B 
cay 49312 TAJ-5 & TBK 


VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. FOUR CONTACT, SHELL 
TYPE WITH BAYONET PIN SLOT, CIRCULAR, 
FOR SO-WATT TUBES. 


(€-38312) 


10/22/34 SY781366 P-7703071-G9 
WoV. 41 Sus 7 


CAY49372-a REPLACEMENT 

VACUUM TUSE SOCKET, 

TRANSMITTING TYPE. FOUR CONTACT JUMBO; 
SHELL TYPE, WITH BAYONET PIN SLOT; 
CIRCULAR. SAME AS NAVY TYPE -49312 
EXCEPT HAS LOW LOSS CERAMIC BASE IN LIEU 
OF PORCELAIN. (-38312A & 3984) 


8/20/40 $#552123 P-7703071-G7 
nOV. 41 sua 8 


cay 49313 TAJ-5 & TBK 

VACUUM FUSE SOCKET, 

TRARSMITTING TYPE. SUPERSEDED - FOR 
REPLACEMENT USE -49309. 


(C+38513) 

9/28/32 CRV?K-806695-G! 6/30/33 10/22/34 

wov. 41 SuB 0 assignee} NOV. 41 assignsa| = WOV. 41 
ISSUED IssutD 
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Class 49—Head Telephones and Associated Apparatus 


veh Arion [rinse ASSIGNED FOR | HAE DRAWING | 


49314 RAG & RAR RE 49AA 307 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. FIVE CONTACT, WAFER 
TYPE CERAMIC BASE, NEARLY OCTAGONAL. 


€-38314; RE 38AA 136) 


9/3/35 ,S-5 CRVIK-815411-2 
WOV. 41 Sup 4 


CNA 49314-a LM 
VACUUM TUBE SOCKET 
CANCELLED - FOR REPLACEMENT USE -49328. 


9/24/36 
NOV. 41 


cé- 49315 TBK 

VACUUM TUSE SOCKET, 

TRANSMITTING TYPE. CLIP TYPE - FOR 
TRANSMITTING TUBE, FOR GRID COR PLATE) 
CLIPS OF APPROX. 3/4" DIAMETER AWD 1” 
LONG. OBLONG. 


(-38315) 
1/14/34 S#781238 T-7651887-C3 
Nov. 41 sua 9 


CAY49315-A TBK-5aTBK-6 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. IDENTICAL TO -49315 
EXCEPT USING ISOLANTITE INSTEAD OF 
PORCELAIN. 


€+3833S5A) 
6/25/36 P-7705850-G1 
NOV. 41 SuB O 


cc- 49316 TBK 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. CLIP TYPE - FOR 
TRANSMITTING TUBE. FOR TUBES USING 3 
PEN JUMBO (OR EQUIVALENT) SOCKETS. 
OBLONG. 


€-38316) 
Vi/94/34 SH#781289 Y-7651887-GC5 
MOV. 41 sue 9 


CAY 49316-A TBK-SETBK-6 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. GOENTICAL TO -49316 
EXCEPT USING ISOLANTITE INSTEAD OF 
PORCELAIN AND INCLUDES A SPRING LOCKING 
DEVICE. 


C-38316A) 
6/25/36 P-7705850-G2 
woV. 41 $uB 0 


cc-49316-8 YB-1 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE, CLIP TYPE - FOR 
TRANSMITTING TUBES USING 3 PIN JUMBO 
(OR EQUIVALENT) SOCKETS. OBLONG. SAME 
AS BASIC TYPE EXCEPT INCLUDES A SPRING 
LOCKING DEVICE. 


4/30/41 ML-7651887-CI3  T-7651887-CI3 
NOV. 41 REV 417 


49317 NM-34QC-3 RE 494A 307 
VACUUM TUE SOCKET, 
RECEIVING TYPE. SEVEN CONTACT, WAFER 
TYPE CERAMIC BASE (LARGE), NEARLY OCTA- 
GONAL. 


€-38317; RE 13A $24) 


3/19/35 S-7 CRYEK-815441-5 
wov. 41 SuB I 


pare | MAYMEAGTHBER'S | HANHTACTAIES 
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CNA49317-4 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. 
REPLACEMENT USE 


GENERAL USE RE 49AA 311 CBN 49324 RE 49AA 309 
VACUUM TUBE, 
RECEIVING TYPE. 


WAFER TYPE, 


SEVEN CONTACT LARGE 
HARO RUBBER BASE, 


C-383517A; RE 38AA 137) 


CBY23234-1-A 


RE 49AA 307 GENERAL USE 


VACUUM TUBE SOCKET, 
RECEIVING TYPE. 
WAFER TYPE CERAMIC BASE, 
OCTAGONAL... 


RE 49AA 307 
VACUUM TUBE SOCKET, 
RECEIVING TYPE, 
CERAMIC BASE, 


S'X CONTACT, 
NEARLY OCTACONAL. 


WAFER TYPE SMALL SEVEN CONTACT, 


(-38318; RE 38AA 136) 


(-38325; RE 38AA 136) 


CRVIK-815411-3 CRViK-BI1S4t9-4 


CRA 49318-A 
VACUUM TUBE SOCKET 
FOR REPLACEMENT USE 


GENERAL USE CNA49325-A 


VACUUM TUBE SOCKET 
FOR REPLACEMENT USE 


€-38325A;5; RE S8AA 137) 


crv 49319 
VACUUM TUBE SOCKET, 
TRANSMETTING TYPE. 
TYPE wiTH BAYONET PIN SLOT, 
FOR SO-WATT TUBES. 


cna 49326 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. 
OCTAGONAL. 
CRYSTAL RECEPTACLE) 


RE 49AA 310 


FOUR CONTACT, EIGHT CONTACT, 


FOR METAL TUBES (USED FOR 


(-38326; RE 38AA 138) 


K-823606 SUB 0 CG2K-7108692 


RE 49AA 305 TBO & TBO-t 


VACUUM TUBE SOCKET, 
RECEIVING TYPE, 
LOW LOSS CERAMIC BASE, 


RE 49AA 311 
VACUUM TUBE SOCKET, 


RECEIVING TYPE. 
TYPE PHENOLIC BASE. 


Stx CONTACT, 
NEARLY OVAL. 


4 CONTACT, WAFER TYPE 


NEARLY OVAL. 


(-38320; RE 3BAA 


(+38327; RE 38AA 137) 


CHS :0-S0W-272 CHS:0-S1F-28 


GENERAL USE 
VACUUM TUBE SOCKET, 
TUBE JACKET FOR TYPE 
(TO BE EQUAL AND 
CHANGEABLE WITH ABOVE. 


RE 49AA 3tt 
VACUUM TU3E SOCKET, 

RECEIVING TYPE. 
TYPE LOW LOSS CERAMIC 


-38107 VACUUM TUBE, 
NEARLY OVAL. 


*CAY211-0-4208 CHANGE 
T-7650923-3 Hq 


CHS 7D-50W-269 
SuB 8 (CG) 


cen 49322 
VACUUM TUBE SOCKET, 
RECEIVING TYPE, 

HARO RUBBER BASE. 


RE 49AA 309 cea 49329 


VACUUM TUBE SOCKET, 
RECEIVING TYPE. 
LOW LOSS CERAMIC BASE, 


T20 @ TEO-1 RE 49AA 311 


SIX CONTACT, 
NEARLY OVAL. 


WAFER TYPE SIX CONTACT, 


NEARLY OVAL. 


WAFER TyPe 


(-38522; RE 38AA 146) (38318, 49318, 38329; RE 38AA 137) 


CBY:3043-1-A CHS :0-SOW-270 


cERN 49323 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. 
WAFER TYPE HARD RUBBER BASE. 


RE 49AA 309 ces 49330 
VACUUM TU3E SOCKET. 


RECEIVING TYPE. 


TBO & TRO-t RE 49KA 311 


SMALL SEVEN CONTACT, SEVEN CONTACT (LARGE), 
WAFER TYPE LOW LOSS CERAMIC BASE, 


(-383235 RE SBAA 147) (38317, 49317, 38330; RE 38AA 137) 
CBY:3044-1-A 
ASSIGHID 
MOUNTS 
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49331 CENERAL USE RE 49AA 305 cPH- 49338-A MK 6 MOD O RE 13A524 49347 GENERAL USE RE 49AA 3t3 

VACUUM TUBE SOCKET, VACUUM TUZE SOCKET, RE- RE 49A312 VACUUM TUBE SOCKET 

RECEIVING TYPE. FOUR CONTACT, LAMINATED CEIVING TYPE: SIX CONTACTS, MICA RECEIVING TYPE. FIVE CONTACT, PLUG-IN 

PHENOLIC BASE, NEARLY OVAL. FILLED SOCKET, NEARLY OVAL. TYPE, WETH RETAINING RING. MOLDED 

PHENOLIC BASE. CIRCULAR. 

C-383315 RE 38AA 139) (-38347) 

5/14/37 CRVK-7859721 2/14/45 CPHSMiP6TM CANS sA-29620C 1/6/40 (CPH) S 6 COlK-7874004 

NOV. 41 Sua 4 APR. 45 REV. 0 NOV. 41 

cc- 49332 REPLACEMENT cc- 49340 TBC-2 CPH49347-A Go-4 

VACUUM TUBE SOCKET, : VACUUM TUBE SOCKET Braue SOCKET 

TRANSMITTING TYPE. FOUR CONTACT, MOLDED FOR USE WITH TYPE 893 VACUUM TUBE, TUBE CANCELLED - EPLACEMENT USE -49369 

PHENOLIC (IN ACCORDANCE WITH TYPE CFG OF eet FOR-RERLACEREN iM ; 


17P4) BASE, PLUG-IN TYPE. 
€-38332) 
12/20/37 Mi- 5$56072-Gi K-5555159 SUB O 
FEB. 45 

49333 GENERAL USE RE 494A 311 
VACUUM TUBE SOCKET, 


RECEIVING TYPE. SEVEN CONTACT 
WAFER TYPE CERAMIC BASE, 


(SMALL), 
NEARLY OVAL. 


(38325. 49325, 38333; RE 38AA 137) 


1/20/38 (CNA) 
nov. 41 
49334 GENERAL USE RE 49AA 305 


VACUUM TU3E SOCKET 
EIGHT CONTACT, LAMINATED PHENOLIC BASE, 
CIRCULAR. 


(49325A, 38334; RE 38AA 139) 


3/3/38 
NOV. 4! 


CG- 49335 TaAs-6 
VACUUM TUBE SOCKET, 
TRANSMITTING TYPE. 
7-1/2-WATT TUBES 
BAYONET BASE. 


SHELL TYPE. FOR 
HAVING 4 PIN MEDIUM 


(-38335) 

8/28/38 ML-7751724-G)  -P-7751724 
NOV. 41 

cc- 49336 TaC-2 


VACUUM TUBE SOCKET, 
TRANSMITTING TYPE. SHELL TYPE, FOUR 
CONTACT, WITH BAYONET PIN SLOT; CIRCU- 


LAR. FOR 7-i/2-WATT TUBES. 

(-38336) 

9/29/38 ML-7761244-G3  P-7761844-G3 
NOV. 41 REV 3 

cc- 49337 TBC-2 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE, FOUR CONTACT, SHELL 
TYPE, WITH BAYONET PIN SLOT; CIRCULAR. 


FOR WATER EXIT CAS VIEWED FROM BOTTOM) 
LEAVES BASE AT 45° CLOCKWISE FROM TUBE 


FOR UNCOMUNG WATER. CIRCULAR. 
(-38340) 

10/19/38 ML-7760171-C3 - P-77E017I-1 
NOV. 41 REY 4 

co- 49341 TBC-2 


VACUUM TUSE SOCKET 

SAME AS -49340 EXCEPT HAS WATER TUBE 
EXIT (AS VIEWED FROM BOTTOM) 45° 
COUNTER-CLOCKWISE. 


(-38341) 

10/19/38 ML-7760171-G4 P-7760173-10 
NOV. 41 REV 4 

co- 49342 TBC~2 


VACUUM TUBE SOCKET, 
TRANSNITTENG TYPE. 
SPECIAL BASE. 


FOUR CONTACT; 
RECTANGULAR, PLUG-IN 


TYPE. FOR USE WITH TYPE 38897 VACUUM 
TUBES. 

(-38342) : 
10/19/38 ML-7461781-G2 -M-7461781-9 
NOV. 43 REV 2 

cc- 49343 TBC-2 


VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. THREE CONTACT JUMBO. 
PLUG-IN TYPE. CERCULAR. FOR USE WIT 
VERTICAL MOUNTING OF HIGH POWER RECTI- 
FIER TUBES. 


(-38343) 

10/20/38 P-7751781-G 
NOV. 41 REV 2 

c€2 49344 TBK-8 


VACUUM TUBE SOCKET 


FOUR CONTACT; ONLY 3 CLIPS; TRIANGULAR. 


(-38344), 

VV/52/38 CCRVIM-418196- 
HOV. 41 501 REV 1 

CEU 49345 TK-8 


VACUUM TUBE SOCKET, 
TRANSMITTING TYPE. FOUR CONTACT,MEDIUM, 
SHELL TYPE WITe BAYONET PI'N SLOT. 


11/23/38 SS 5 (CG)K-7874004 


MOV. 41 REV O 

49348 GENERAL USE RE 49AA 313 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. SIX CONTACT, PLUG-IN 
TYPE, WITH RETAINING RING. MOLDED 


PHENOLIC BASE. CIRCULAR. 
€-38348) 

®CFN2300165-1 REV O 
11/23/38 CCP) S 6 

NOV. 41 


CG2K-73874004 
*SEE ABOVE 


CPH49348-A GR 
VACUUM TUBE SOCKET 


CANCELLED - FOR REPLACENENT USE -49370. 
(-38348A)  ° 
8/16/39 SS 6 CORR) A 17018 
Wov. 41 REV O 

49349 GENERAL USE RE 49AA 313 


VACUUM TUBE SOCKET, 
RECEIVING TYPE. SzVEN CONTACT SMALL, 
PLUG-UR TYPE, WITH RETAINING RING. 


BOLDED PHENOLIC BASE. CIRCULAR, 
(+38349) 

1/6/40 (CPH) $78 cG:k-7874004 
wov. 41 

cPH49349-A co-4 

VACUUM TUBE SOCKET 

CANCELLED FOR REPLACEMENT USE -49371~4 
(-38349A) 


11/23/38 SS 7 S$ 
wOV. 41 


(CC)K-7874095 
REV O 


49350 GENERAL USE 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. SEVEN CONTACT 
PLUG-IN TYPE, WITH RETAINING RING, 


RE 49AA 313 


MED{UM, 


FOR SO-wATT TUBES. CIRCULAR, FOR 7-1/2-WATT TUBES. MOLDED PHENOLIC BASE. CIRCULAR 
WCRVSL-65221-4 REV 2 ge : a 
(38337) €-56545) (38350) 
9/29/38 HL-7461694 M-7461594-G2 11/14/38 CCRVIKS8605S0-1 11/23/38 CCPH) S 7 OL CG3K-7374004 
NOV. 41 REV 6 Jun. 45 20956 REV 2 * Mov. 41 
cPH 49333 CXxX RE 49AA 312 49346 GENERAL USE RE 494A 313 cPH49350-A TCA * 
VACUUM TUBE SOCKET, VACUUM TUBE SOCKET, VACUUM TUBE SOCKET 
RECEIVING TYPE. SIX CONTACT SMALL, RECEIVING TYPE, FOUR CONTACT, PLUG-IN CANCELLED - FOR REPLACEHENT USE -49372. 
MOLDED PHENOLIC BASE; NEARLY OVAL. TYPE, WITH RETAINING @ENC. CERCULAR. 
MOLDED PHENOLIC BASE~ 
G (WASHINGTON INST. OF TECHNOLOGY SKETCH 
871). (-38346) 
*CHL26A054 ISS 0 (38338) 
10/4/38 HKIP6 *® SEE ABOVE 11/23/38 CCPH) S 4 CGsK-7874004 7/20/39 SS 7L 
MAY 45 ASSIGNED NOV. 41 NOV. 41 
$SSUED 
pare | Mannactians | aNHTACTUMES, bate UAE | aANURATUNEA pate | MARARTHAR'S | SRANWRACTUREEN, 
RESTRICTED NAVSHIPS 900,109 


3.49.20 


Class 49—Head Telephones and Associated Apparatus 


PARK re | nasr ASSIGNED FOR | TA CRAMINS, | 


[aaa 


[ese ASSIGNED FOR [ OWN SRA, | 


NAVY TYP! NAY WING 
DESGRATION [ras ASSIGNED. FOR, i oe EGRRTISR | 


-49351 TCA 
VACUUM TUBE SOCKET, 
RECEIVING TYPE, EIGHT CONTACTS, PLUG-IN 
TYPE, wiTH RETAINING RING. MOLDED 
PHENOLIC BASE. CIRCULAR, 


RE 494A 313 


BCNG:9861. CYF:02075 
(-38351) 

7/20/39 CPH:S8 
JuLy 45 CPH:RS8 @ 


CGsK-7874004 
CFT:F-11496- 
V4F-103 


cPH49351-a co-4 
VACUUM TUBE SOCKET 
CANCELLEO - FOR REPLACEMENT USE -49373. 


11/23/38 SS 8 (CG)K-7874006 
NOV. 41 REV O 


-493518 sC-2, SC-3° RE 49a 313 
VACUUM TUBE SOCKET: 
EIGHT CONTACTS COCTAL) PLUG-IN TYPE, 
WITH RETAINTAG RING, CIRCULAR, MICA 
FILLED PHENOLIC BASE, SAME AS -49351 EX- 
Otwis155-909 
®CKv:L-65200 ISS. 3 CG:K-7665772 REV O 
& CwrESa-615021-22 ISS 26 


9/11/42 CMG:9865 & 9862 CG3K-35 5527 


JUN. 45 CPH:S8-T @ Rev at 
-493518 
CEPT FOR BASE MATERIAL. 
49351-c QB RESQAASSS 


VACUUM TUBE SOCKET 

EIGHT CONTACTS (OCTAL). PLUG-IN TYPE, 
WITH RETAINING RING; CIRCULAR MICA FILL- 
ED PHENOLIC BASE. SAME AS -49351-B EX- 
CEPT THAT SPACE FOR RETAINER RING IS 
0.160" INSTEAD OF 0.150" WIDE. 


Vb703744 CMG39863 CWHSESA-EF3921-13 
FER. 46 SS 26 


CES 49352 TBL-4 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. 5 CONTACT, SHELL 
TYPE, WITH BAYONET PIN SLOT. CIRCULAR. 
FOR USE WiTH TYPE 803 VACUUM TUBE. 


€-38352) 


T2/1/38 216 CGrM-7463559-1 
NOV. 43 REV O 


CG- 49353 Tages 

VACUUM TUBE SOCKET 

FOR USE WITH TYPE 851 AND SIMILAR TYPE 
VACUUN TUBES. 


€-38353) 

3/24/39 ML-7651887-GI2 T-7651887 

MOV. 41 REV 10 
49354 * SEE BELOW 


VACUUM TUBE SOCKET 

FIVE CONTACT. STEATITE CERAMIC BASE. 
FOR ACORN TYPE TUBE. 

C-38354) 

8 CAG DWG: P-432-79 REV O AND CG OWG 
K-7875339 REY O. 

* LP; RAR; TCO, 
4/27/39 (CHC? S-900 
MOY. 41 & (CNA) XKCA 


@ SEE ABOVE 


cna 49355 RAR 

VACUUM TUBE SOCKET 

FIVE CONTACT. SILVER PLATED 8RASS BASE 
BUILT-IN BY-PASS CAPACITORS FOR STA3LE 
WIGH FREQUENCY OPERATION. FOR PENTODE 
ACORN TUBES. 


(+38355) 
9/11739  XMA COsK-7875338 
NOV. 41 REV O 


cay 49356 Teu 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. FIVE CONTACT. 
PLUG-IN TYPE. SQUARE. FOR TYPE 803 
TUBES. 


(-38356) 
8/24/39 H-7406058 
WOV. 41 FEV 11 
cna 49357 RAS & RAW 


VACUUM TUBE SOCKET 
SIX CONTACT. PLUG-IN TYPE; STEATITE 
BASE. NEARLY OVAL. 


(-38357) 

10/11/39 CIR-6 C-268 

Mov. 41 25 OCT '39 
cna 49358 RAS & RAW C-266 
VACUUM TUBE SOCKET 26 OCT ‘39 


EIGHT CONTACTS; PLUG-IN TYPE; STEATITE 
BASE. NEARLY OVAL. 


(-38358) 
1O/11/39 CIR-8 
NOY. 41 


cna 49359 YB, YC. YO 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. FOUR CONTACT; SHELL 
TYPE, WiTH BAYONET PIN SLOT, CIRCULAR. 
FOR 7-1/2 WATT TUBES. 


(-38359) 
H1/6/39 XM-10 cC-172 
AUC. 42 6 SEPT '39 


CoE 49359-a> *SEE BELOW 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. FOUR CONTACT, SHELL 
TYPE, WITH BAYONET PIN SLOT. FOR 50 
WATT TUBES; CONSISTS OF A -49359 SOCKET 
WITH BMPROVED HARDWARE. 


* Y8-5, YC-t & YO-4. 
4/8741 (CNAIXM-10 MOD 
WOV. 41 


cna 49360 YB, YC, YD 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE, FOUR CONTACT; SHELL 
TYPE, WITH BAYONET PIN SLOT; CIRCULAR. 
FOR SO-WATT TUBES. 


(+38360) 
11/6/39 XM-SO c-174 
auc, 42 7 SEPT. ‘39 


cHe 49361 TCD 

VACUUM TUBE SOCKET 

SEVEN CONTACT; PLUG-IN TYPE. CIRCULAR. 
SPECIAL CAPACITOR BUILT BETWEEN TER- 
MINALS AND BASE. FOR TYPE 832 BEAM 
AMPLIFIER TUBES. 


V2/11/59 SPECIAL 
NOV. 41 


COIM-7464025-2 


49362 YE RE 49AA 314 
VACUUM TUBE SOCKET, 

RECEIVING TYPE. FOUR CONTACT, WAFER 
TYPE, LOW LOSS STEATITE CERAMIC BASE, 
PLUG-IN TYPE. OVAL. 

MCRVIK-843514-1 REV 5 CHZ:S0-1040 ISS 0 
CBM: 746-108 ALT O 

*cewssA-10017-11 USS 9 

12/20/39 CH 42224 CEZI37-4 CRYIN -8433514-11 
MAY 45  CUFSI1tSO28C-NS Rev 2 * 


49363 YE RE 49AA 314 
VACUUM TUBE SOCKET, 

RECEIVING TYPE. FIVE CONTACT, WAFER 
TYPE, LOW LOSS CERAMIC BASE. PLUG-IN 


TYPE. OVAL. 


12/20/39 CEJ2225 CRV¥2K-843314-12 
DEC. 41 CHC: S-5 REY 2 


49364 YE 
VACUUM TUBE SGCKET, 
RECEIVING TYPE, SUX CONTACT, WAFER 
TYPE, LOw LOSS CERAMIC BASE. PLUG-IN 
TYPE, OVAL. 


RE 49AA 314 


2/20/39 (CEJ) 226 CRVIN-BASTI4-13 
OEC. 44 CHC:S-6 REV 2 


49365 YE 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. SEVEN CONTACT S“ALL, 
WAFER TYPE. LOW LOSS CERAMIC BASE. 
PLUG-IN TYPE. OVAL. 


RE 49AA 314 


12/20/39 (CEJ) 217 CRYIK-B43314-14 
NOV. 41 REV 2 


49366 Ye RE 49AA 314 
VACUUM TUBE SOCKET, 

RECEIVING TYPE. SEVEN CONTACT MEDIUM, 
WAFER TYPE, LOW LOSS CERAMIC BASE. 


PLUG-IN TYPE, OVAL. 


*CHZSSO-F013 REV A , COL?220N573 REV 3 
12/20/39 (CEJ) 227 CRV 3K -8433514-15 
MAR, 44 REV 2 ¥SEE ABV 


49367 CKO-20095 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. EIGHT CONTACT COCTAL), 
WAFER TYPE, LOW LOSS CERAMIC BASE. 
PLUG-IN TYPE. OVAL. 


RE 49AA 314 


*#CWI3A-10017-10 ass 8 

FCOLI220NS6i REV 3, CHZ:S0-1012 REV O 
1/24/40 (CEU) 228 FSEE ABUVE 
OEC. 44 CHCiS-8 


-49368 GENERAL USE 
VACUUM TUBE SOCKET, 
RECEIVING TYPES. FOUR CONTACT, PLUG-IN 
MCFTS2F4576-1A CFNS300399-1 REV 3. CRP: 
82-5016 PT 2, CeS:v12-226 REVO, CJAIK- | 
33004. CHFIUS-6851 REV 0, CBM: 746-495 
CSi253075 REV 0, COU?4-55 
6CJA233004 
5/3/40 (Oe) $s 4 
JULY 45 (")IRSS44 OB 


RE 49AA 313 


Chk -789925T 
REv Oo * 


, 
-49368 

TYPE, WITH RETAINING RING AND SPACER 

WASHER. MOLDED CERAN!IC BASE. CIRCULAR. 


ASSIGNED 
IssuED 


[care [ganas | SANRACTINER, part | 
NAVSHIPS 900,109 


magneactnegss | geTATUAERG 


RESTRICTED 


care | “RAGS | AMNROPRUARA | 


Class 49—Head Telephones and Associated Apparatus 


FIRST ASSIGNED FOR [ AR ORMYS, 


es 


FIRST ASSIGNED FOR ij OFT E SPAMS, | 


3.49-21 


CPH- 49368-A AN/ART-2 
VACUUM TUBE SOCKET, 
RECEIVING TYPE: SAME AS -49368 EXLEPT 
WAS REMOVABLE PLATE CONSTRUCTION, AND 
SULVER PLATED CONTACTS. 


RE 49A A313 


CANCEL USE -49368 


Bs23744 RSS4-M 
FEB. 45 


49369 LM-6 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. FIVE CONTACT, PLUG-IN 
TYPE, WITH RETAINING RING AND SPACER 
WASHER. MOLDED CERAMIC BASE. CIRCULAR. 


RE 49AA 313 


€-49347A) 

*CG2K-62J268 REV O CRP:82-5017 PI 
5/8/40 €CPH) SS § CGs3K-7875627 
MAY 45 SSSM *SEE ABOVE 


49370 GENERAL USE RE 49AA 313 
VACUUM TUBE SOCKET, 
RECEIVING TYPE, SIX CONTACT, PLUG-IN 
TYPE, WITH RETAINING RING AND SPACER 
WASHER. MOLDED CERAMIC BASE. CIRCULAR. 


(-49348a) 


§/8/49 (CPH) $S 6 
NOV. 41 


49371 GENERAL USE RE 49AA 313 
VACUUM TUBE SOCKET, 
RECEIVING TYPE. SEVEN CONTACT SMALL, 
PLUG-IN TYPE, WITH RETAINING RING AND 
SPACER WASHER. MOLDED CERAMIC BASE. 
CIRCULAR. 


€-693494) 
8/8/40 (CPH) SS 7S 
NOV. 41 
49372 GENERAL USE RE 49AA 313 


VACUUM TUBE SOCKET, 

RECEIVING TYPE, SEVEN CONTACT MEDIUM, 
PLUG-IN TYPE, WITH RETAINING RING AND 
SPACER WASHER. MOLDED CERAMIC BASE. 
CiRCULAR, 


(-49350A) 
5/8/40 (CPH) SS 7L 
wov. 41 
-49373 GENERAL USE RE 49AA 313 


VACUUM TUBE SOCKET, ‘ 
RECEIVING TYPE. EIGHT CONTACT COCTAL), 
*CRVIW=306494/PI125/REV 12 CANS805210 
CRVIK-844041-6501 REV 9 CWSESA-613021-8 
ISS 17 CAY:9-0+1263 CHANGE 4 CRB:>SO-1001 
-5 ISS 5 CFIZRI-4577-tA. CNA30806 
(-49390A) 

$/8/40 (CPH) SS 8 
wsuly 45 RSS8M 


CFTSF-11496- 
1ae-105  * 


-49373 
PLUG-IN TYPE, WITH RETAINING RING AND 
SPACER WASHER. MOLDED CERAMIC BASE. 
CIRCULAR. 


ceH 49374 ra 
VACUUM TUSE SOCKET 
E1CHT CONTACT (OCTAL), WITH MOLDED-IN 
PLATE. 


RE 49A8312 


10/3/40 MiPB CHL:6A035-0 


CPH49374A SC-2 
VACUUM TUBE SOCKET: 
EIGHT CONTACT (OCTAL), WITH MICA FILLED 
BAKELITE BASE. PLATE MOLDED IN BASES 
OTHERWISE SAME AS -49374, 


RE 49AA 312 


SCR8<>S0-1005 ISS. 8. CRP282-5026 
6/18/42 CPHIMIP-8T C5339 5295 
AUG. 42 CPHi™M P-8IN REY O *C AZOVE 


49375 YB 
VACUUM TUSE SOCKET 
FIVE CONTACT, MOLDED BAKBLITE BASE, WITH 
MOLDED-IN PLATE. 


RE 49AA 312 


10/3/40 CPRIMIPS COUSOD-STO5-A-1 


FEB. 45 


49375-A SC-2,SC-3 
VACUUM TUBE SOCKET: 
FIVE CONTACT, WITH LON-LOSS MICA FILLED 
BAKELITE GASE AND MOLDED-IN-PLATE. SAME 
AS BASIC NUMBER EXCEPT CONTACTS ARE 
SILVER PLATED AND BAKELITE IS SPECIAL 
LOW-LOSS MICA MOUNTING PLATE tS STAIN- 
BCW2Sa-10098-2 SS 3 


RE 49AA312 


9/11/43 CPHSMLP-5TM CGK-35/912-1 
FEB. 45 REY 9 * 
- 49375 -a 


LESS STEEL. 


cHe 49376 zB 

VACUUM TUBE SOCKET: 

FIVE CONTACT, ACORN TYPE, CERAMIC RING 
TO BE 'N STRICT ACCORDANCE WITH GRADE G 
OF NAVY SPEC. RE 13A 317 (LATEST REVI- 

SION). 

®CFK:62-7 CG3710490 REV 2 & V-249980 
REV 2, CWZESO-677316-26 


11/6/40 UHS-300 rsoC4) 
AUG. 44 @ SEE ABOVE 
twa 49377 Fa & FB 


VACUUM TUBE SOCKET, 

RECEIVING TYPE. EIGHT CONTACT COCTAL), 
PLUG-IN TYPE, LOW LOSS CERAMIC WITH 
SADDLE AND LUGS FOR GROUNDING. 


4/24/41 CIR-8 CCHP) (CWIESO-680409 
AUG. 44 ISSUE 1 


CuaA- 49377- GEN USE 
VACUUM TUBE SOCKET 

(GHT CONTACT COCTAL) LOW LOSS CERAMIC 
WITH SADDLE AND LUGS FOR GROUNDING. SAME 
AS -49377 EXCEPT TUBE KEY 1S iN LINE 
WiTH SADDLE MIG. HOLES. 


FCNA3C-268 
6/5044 CIR-8 
JAN. 45 


CWSESA-680409-2 
Iss 5 * 


Cw. 49378 Fa & FB 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. FOUR CONTACT, 
PLUG:IN TYPE WITH LOCKING ATTACHMENT 
FOR USE WITH D-159780, 0-155781 TUsES 


4/24/41 CW21524 MOD ESO-678078 
HAR. 44 CEJ: 234 issue 3 


VY i 
eth atio FIRST ASSIGNED FOR | On ERR OKHSN | 


cW- 49378-A *SEE BELOW 

VACUUM TUBE SOCKET- 

TRANSMITTING: SAME AS BASIC NUMBER 
EXCEPT UNGLAZED, CONTACT 1S BRASS 
INSTEAD OF PHOSPHUR 8RONZED, 


*HMEYER PHONE 10/22 
10/23/43 
NOV. 43 


CWSESO-67078-2 


CHU- 49373-8 GEN USE 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE: FOUR CONTACT, PLUG 
IN, SAME AS -49378 EXCEPT HAS 2 LOCKING 
STRIPS INSTEAD OF ONE, AND HAS A STOP TO 
PREVENT LOCK FROM SWINGING OUTSIDE RA- 
DIUS OF SOCKET. 


Sf18/44 WE-12068 
JAN, 45 


MISC.2025 
S/16/44 


cc- 49379 tcc 

VACUUM TUBE SOCKET, 

TRANSMITTING TYPE. 6 CONTACT: SHELL 
TYPE, WITH BAYONET PIN SLOT FOR USE WITH 
TYPE 803 VACUUM TUBES. 


$/2/41 M-7465142-61 
WOV. 41 REV O 


cur 49380 Fe 
VACUUM TUBE SOCKET 
RECEIVING TYPE: EJCHT CONTACT COCTAL), 
PLUG-IN TYPE, LOW LOSS CERAMIC, WITH 
METAL MOUNTING PLATE. 

GS5A668 115001-INS 11500t-1 
*CMESAST7-17, CFE265,108 ALT O 
CBM:2746-462 ALT O 
S/'3s4) CUFTEX-1020-8 
MAY 45 @SEE ABOVE 


CWSESL-678515-2 
ISSUE [7 * 


cnc 493814 $0 
VACUUM TUBE SOCKET 

RECEIVING TYPE: SEVEN CONTACT (SPECIAL) 
WITH GROUND LINK. PLUG IN TYPE, MICA 
FILLED HARD RUBBER BASE, NEARLY OVAL. 


6/2/41 CMG:SEXP-6160-C CRV:K-866596-1 
AUG. 42 Sup oO 


cea 49382 FB O& FC 

VACUUM TUBE SOCKET: CATHODE 

Ray. ELEVEN CONTACT, PLUG-IN TYPE, 
PHENOLIC BASE. HAS A HOLE IN THE CENTER 
SIMILAR TO OCTAL SOCKETS. 


SCFTSNL40014 ISS F CRY3K-845866-1 REV 3 


6/9741 S-20-11 5802 
MAY 45 REY C * 


cw 49383 FC 

VACUUM TUBE SOCKET: 

SPECIAL TYPE, THREE TERMINALS OUT BOTTOM 
USED WITH WE TYPE D-160810 VACUUM TUBE. 
SOCKET 1S T-SHAPED CERAMIC FOR MOUNTING 
TUBE WITd THUMB SCREW TYPE TERMINAL 
CLAMPS. 


G/16/45 
SEPT 43 


£SR-680096 


ces 49384 TOK, SJ 

VACUUM TUBE SOCKET: 

TRANSMITTING TYPE; SEVEN CONTACT,PLUG IN 
TYPE, LOW LOSS CERAMIC BASE, SQUARE, 


CGrm-7466795 
10/29/41 CK: UT-104 CwrES-682039 
AUS. 44 CEU: 237 Issue t 


MAR. 45 ASSIGNED 


= issue 
Leave | Mouractuner’s | ARUNTATTHRIES. 


one | RAGIN? | SANNTOCTAIREL on | “AMS | AAMT _ | 


RESTRICTED NAVSHIPS 900,109 


3.49-22 


Class 49—Head Telephones and Associated Apparatus 


COOLES, —_[rasr asstenno ron | AYERRHG, | SENG, [nse assionto vox | RAMSAY | AUTH [rar assionso ron | oA GRHG _| 
cue 49385 GENERAL USE 


VACUUM TUSE SOCKET 

SEVEN CONTACT, PLUG IN TYPE, CIRCULAR. 
SPECIAL CAPACITORS BUILT IN BETWEEN 
TERMINALS AND BASE. FOR 832 BEAM 
AMPLIFIER TUBES. SAME AS TYPE -49361 

®@ CGSM-7464025-1 REV 2. & CRYSK-855843-1 
Sue 5. 

1n/27/4t ut-107 

APR. 42 


EXCEPT FOR VOLTAGE RATING CHC 49385 
BETWEEN TERMINAL 3 AND GROUND. 


CHO49385A YE-1 

VACUUM TUBE SOCKET: 

SEVEN CONTACT PLUG-IN TYPE, CIRCULAR. 
SPECIAL CAPACITORS BUILT-IN BETKEEN 
TERMINALS AND BASE. FOR 829 TRANSMITTER 
TUBE. SAME AS TYPE -49385 EXCEPT TIPS 
OF FOUR PRONGS ARE TRIMMEO AND 3 HOLES 
ARE DRILLED PER RCA DWG TO MOUNT ADDI- 
11/27/41 UT-107 MOD CRV:K-864005-1 
APR. 42 sue 4 


CHC49385A 


TIONAL BY-PASS CAPACITORS. 


cnc 49386 YE-s 

VACUUM TUBE SOCKET 

SEVEN CONTACT PLUG IN TYPE, CIRCULAR. 
SPECIAL CAPACITORS BUILT IN BETWEEN 
TERMINALS AND BASE. FOR 829 TRANSMST~ 
TING TUBES. SAME AS TYPE -49385 EXCEPT 
DEPTH OF SHELL. 


1/27/41 SPECIAL CRVIK-S7tESS-2 
APR. 42 SuB QO 


cPH 49387 SJ 

VACUUM TUBE SOCKET 

ELEVEN CONTACT, PLUG IN TYPE, CERAMIC 
BASE. FOR USE WITH TYPE SBPI CATHODE 
RAY TUBES. 


12/27/40 49-Vi-L CWLES-682044 
MAR. 42 ISSUE 1 


ces 49388 s¢ 

WACUUM TUBE SOCKET: 

SPECIAL 4 CONTACT TYPE, 2" DIAMETER 
PORCELAIN BASE. FOR USE WITH ETMAC 
152¥L AND 304 TH TYPE TUBES 


2/26/42 CEvz213 CEISTQ-24.129 
JUNE 42 REV 0 


ces 49389 sc 

VACUUM TUBE SOCKET: 

SEVEN CONTACT TYPE, 2-S/8" SQUARE 
STEATITE BASE WITH ROUNDED CORNERS. 
CONTACTS ON 1" DIA. CIRCLE, ALL SAME 
SiZE EXCEPT ONE LARGE CONTACT. FOR USE 
WITH RCA 829 AND 832 TYPETUBES. 


2/26/42 CES: 247 Q-24.141 


AUS. 44 CRYSUT-106 REV O ASSIGNED 
IssutD 


49390 SEE BELOW RE 49AA 312 
VACUUM TUBE SOCKET: 

4 CONTACT, WITH PHENOLIC BASE AND MOLDED 
UN PLATE. 


*cHL:6a025 ISSUE 0 
BGENERAL REPLACEMENT 
6/18/42 CPH-HIP4 
MAR. 45 


CG3V-8050693 
REY O *C ABOVE 


49390a sc-2 
VACUUM TUBE SOCKET: 
FOUR CONTACT, WITH MICA FILLED BAKELITE 
BASE AND MOLOED IN PLATE. 


RE 49Ag312 


CFESES.2352 
*CGIK-7108559-23 REV O ISSVE O 
6/18/42 CPH-MEPAT CG2K-35 5294 
MAY 45 MIP4TM Rev | * 


cua 49391 Sc-z 
CRYSTAL HOLDER SOCKET: 
TWO PRONG CERAMIC. 


*CZC:8446 ISS 2 
6/18/42 CJASK33102 COSK-279325 
MAY 45 REY 4 * 


CRV 49392 RADAR MARK TO 

VACUUM TUBE SOCKET: 

CATHODE RAY, 14 CONTACT, PLUG-IN CIRCU- 
LAR TYPE. FOR USE WITH 5 CPI CATHODE RAY 
TUBE. BASE 1S MEDIUM SHELL DINEPTAL, 
INCLUDES STOCK #9943 BASE CLAMP. 
*CFEI65.1454 ISS Ay CDUSDO-3240-A-1 
QSTOCK y99S2(SOCKET) SUES W¥94S( CLAMP) 
1/3/42 OSEE ABOVE COlK-7885772 
FEB. 45 REV 2 * 


cvk 49393 Sc 

SOCKET CONTACT: 

T1 CONTACTS, MAXIMUM VOLTAGE 6600 VOLTS 
PLUG-iNs CIRCULAR TYPE. 


2/10/42 CRPSDUC-82- 
MAR. 43 8003, Sub 0 


CNA 49394 RAO-2 

VACUUM TUBE SOCKET; 

RECEIVING TYPE. 4 CONTACT. PLUG-IN 
TYPE, LOW LOSS CERAMIC WITH METAL 
MOUNTING PLATE. 


8/3/42 CIR-4 0-152 
MAR. 43 leetéra2 
-49395 SN RE 49A 312 


OCTAL SOCKET: 
8 CONTACT, PLUG-IN CIRCULAR TYPE. MOLDED 
PHENOLIC BASE. 


*CMG39659 REV 4 
8/25/42 CMG:9857 CGSK35U305 
FEB. 45 REY O = 


€v-49396 00 

PANEL ADAPTGR: 

PANEL ADAPTOR FOR LOCTAL TUBES. SIX 
PRONG. LOCTAL TO OCTAL. 


8/31/42 CY 30106197 CV:106,197 


AUG, 43 ASSIGNED 
ISSUED 


cv 49397 oD 

PANEL ADAPTOR: 

PANEL ADAPTOR FOR ACORN TUBES. 6 PRONG. 
BLACK BAKELITE. 


6/31/42 D-70193 
AUS. 43 


CV370193 


cv 49398 oD 

PANEL ADAPTOR: 

PANEL ADAPTOR FOR MINIATURE TUBES, 
MINIATURE 7 PRONG TO OCTAL. 


8/31/42 CV¥z0+106196 
AU. 43 


CV¥3106196 


crK 49399 SN 

VACUUM TUBE SOCKET: 

OCTAL BASE, WAFER TYPE. SMALL SIZE TYPE, 
1-1/2" MOUNTING CENTERS, O1AMOND SHAPED 
WITH OLAGONOLS OF 1-7/16" AND 1-13/16". 


8/31/42 39-302 CGrK=3555728 
ocr, 42 REV O 


ceH49400 SN 

VACUUM TUBE SOCKET! 

4 CONTACTS, PHENOLIC, WITH MOLDEO-IN 
MOUNTING PLATE, SPECIAL DEEP BASE FOR 
HIGH VOLTAGE INSULATION. 


SCBMIT-746-256 ALT O, COUSDD-3490-A 


8/31/42 CPHS77A- 4TH C5rK- 355729 
FEB. 45 Riv.5. *® 


49401 GENERAL USE RE 49AA 315 
VACUUM TUBE SOCKET: 
7 CONTACT, PLUG-IN, CIRCULAR, MINIATURE 
TYPE SOCKET. CERAMIC BASE AND CAP. 


SCHZ:SO-1022 ISS A CFNS3500365-1 REY 0 
*CHZ2S0-1022 ISS A 


9/11/42 CEUIR-267 
DEC. 44 


CEJ:0-30.107 
*SEE ABOVE 


cuF 49402 SL 

VACUUM TUBE SOCKET - 

RECEIVING TYPE: EIGHT CONTACT COCTAL) 
PLUG-IN TYPE, LOW LOSS CERAMIC WITH 
METAL MOUNTING PLATE. CERAMIC BODY IN 
ACCORDANCE WITH RE 134 327F, GRADE G. 
SAME AS CUF -49380 EXCEPT HAS TwO 4-40 
#CDUZDD-3257-A-1 

t1/7/42  Carzit500) CWZESL-678315-1 
Fee. 45 tSsue 9 


cur4s9402 
TAPPED "ELASTIC STOP" NUTS FOR MOUNTING 
PROVISIONS INSTEAD OF 0.140" OLAKETER 
HOLES. 


cnc 49403 Sc-2 

VACUUM TUBE SOCKET: 

8 CONTACT, PLUG-IN, CIRCULAR TYPE. MOL. 
DED PHENOLIC BASE. LOCK-IN TYPE. 


9/2/42 €mG37295 CO3S 5688 
OCT. 42 REY. O 


pare | MBRHARIHBIES —[ SANHTACTURIES. 


pare | MARMAGUHAEE'S |] EANNTACTUMRA 


pare | MBRHARTH AE? OETA | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


ova [ERT ASSIGNED FOR OG RKNGN 


PS Ag FIRST ASSIGNED For | ORAME TRANS, 


3.49-23 . 


NAVY TYPE 
aad FIRST ASSIGNED FOR ON ESR, 


ceR 49404 $C-2, SC-3: 
OCTAL TUBE SOCKET: 
EIGHT CONTACT, MOLDED SLACK PHENOLIC. 


9/2/42 BodY:456211 Co:K-355743-1 
OCT. 42 CAP366212 REV 0 


cue 49405 HU NV, MW 

VACUUM TUBE SOCKET: 

7 PIN BAKELITE SOCKET FOR MINIATURE TYPE 
TUBES. SAME AS CMG-49406 EXCEPT CENTER 
RING %S NOT GROUNDED. 


9715742 CMC32547 CCi:s28-25497 
AUG. 43 REVISED 9/21/42 


enc 49406 HU SMW MY MX 

VACUUM TUBE SOCKET: 

7 PIN BAKELITE SOCKET FOR MINIATURE 
TYPE TUBES. SAME AS CMG~4940S5 EXCEPT HAS 
CENTER RING GROUNDED. 


*CHL26A083 {SS A & 6A082 ISS A 
9/19/42 Cméos2557: CCl: 28-2557 
MAY 45: REV O * 


cue 49407 MU,MW MV MX. 

DUAL CRYSTAL SOCKET: 

INSULATED DOUSLE CRYSTAL SOCKET, 4 PRONG 
BAKELITE. SINGLE MOUNTING HOLE. 


9/15/42 CMG:9800: CC1:28-9800 
AUS. 43 REUSED 9/22/42 


cue 49408 AYE 

VACUUM TUBE SOCKET: 

7 PIN, CIRCULAR TYPE, BAKELITE SASE. FOR 
YSE WITH 9001 TUBES. 


10/6/42) CMG:CAT CUSES-692526-7 
BEC. 44 9832 


cel 49409 Tom-1 

YACUUR TUBE SOCKET, 

TRANSMITTING TYPE: FOUR CONTACT MEDIUM, 
SHELL TYPE WITH BAYONET PIN SLOT. CIR- 
CULAR. FOR 7-1/2 WATT TUBES. SIMILAR TO 
TYPE -49345. 


CG:M-7468165-3 REV 1. CGsK-47J998 REV 
12/29/42 SIMILAR TO *SEE ABOVE 
WAR. 44 CE: 2098B 


cen 49410 MARK 11 

VACUUM TUBE SOCKET-RE- 

CEIVING TYPE: 4 PIN, MICA FILLED PHEN- 
OLIC BASE. CIRCULAR PLUG-IN TYPE. 


202743 CPH:RS4T SOCKET CG2K-7886043 
SEPT 45 #4 RING REV 2 


cv- 49411 CV-49416 
ADAPTER: 
USED IN A UX4 PRONG SOCKET TO ACCONMO- 


DATE A WE 316A TUBE. 


273743 CV:D-109005 
SEPT 45 ISSUE 1 


[ears aHReBS AMRACTANB A 


cv49412 CV-49416 

ADAPTERS 

USED IN A UX 4 PRONG SOCKET TO ACCOMMO- 
DATE A WE 7O3A TUBE. 


203743 CV:0-109020 
SEPT 43 (ISSUE 1 


cv- 49413 CV-49416 

ADAPTERS 

USED TO MAKE SIDE CONNECTIONS TO A 

WE 707A TUBE. TYPE NUMBER INCLUDES LEAD 
FOR MAKING TAP CONNECTION. 


273743 cV¥:D-109000 
SEPT 43 ISSUE I 


cv- 49414 CV-49416 

ADAPTER? 

USED IN A UX 4 PRONGSSOCKET TO ACCOMMO- 
DATE A WE 708A TUBE. 


2/3743 CV:0-109010 
SEPT 43 ISSUE 4 


cv- 49415 CV-49416 

ADAPTERS 

USEO TO HAKE SIDE AND TOP CONNECTIONS TO 
A GL 446 TUBE. 


273743 CV30-109015 
SEPT 43 ISSUE 4 


cv-49416 * 

TUBE TESTER ADAPTOR SET?s 

CONSISTS OF wOUBEN BOX HOUSING ONE EACH 
OF THE FOLLOWING: -49411, -49412, -49413 
749414 AND -49415. 


NXS-28614 
243743 
SEPT 43 


cPH 49417 qce 

OCTAL SOCKET 

8 CONTACT, PLUG IN CIRCULAR. SILVER 
PLATED CONTACTS. 


278/43 T7A-8 CRVIK-86847! -3 
MAY 45 Sub 3 * 


cus- 49418 LS-1O/GR 

LOUDSPEAKER 

A 6" PERMANENT MAGNET SPEAKER: VOICE 
COIL tMPEDANCE 6 OHMS, DC RESISTANCE 5.9 
OHMS; 6 WATTS MAXIMUM OUTPUT. TEN TURNS 
#35 COPPER WIRE TERMINATED AT VOICE COIL 
TERMINALS ON CONE HOUSING, NO LEADS. FA- 
*CJS2#4066-D 


9426044 C1244-5 CTS:P3K-574A- 
DEC. 44 PME-C 107 REV O * 
css -494.18 


CILITIES FOR MOUNTING TRANSFORMER. 


MANMEARTVARS | SANHTACTRAH TE 


CFK49419 — -S5Acx 
OCTAL SOCKET-RECEIVING: 

8 PIN, PLUG IN TYPE, LANIMATED PHENOLIC 
BASE. SAME AS TYPE -49420 EXCEPT TERMI- 
NAL CONNECTIONS. 


273743 CKFS39A 12 CRVIK-874106-1 
SEPT 43 SuB 1 


cue 49420 =B5ACK 

OCTAL SOCKET-RECEIVING: 

8 PIN, PLUG EN\TYPE LANIMATED PHENOLIC 
BASE. SAME AS TYPE -49419 EXCEPT FOR 
TERMINAL CONNECTIONS. 


279743 CRVIK-874106-2 
SEPT 43 SUB Tt 


cya 49421 SJ 
ADAPTERS 
OCTAL 


2/50/43 CWS983BL CwsSKETCH 
SEPT 43° SPECIAL 


crv 49422 MARK 12 

VACUUM TUBE SOCKET: 

14 CONTACT, PLUG-IN, CIRCULAR TYPE. FOR 
USE WITH 5CP1 CATHOCE RAY TUBE. BASE iS 
MEDIUM SHELL DIKEPTAL, SAME AS_CRV-49392 
BUT DOES NOT INCLUDE BASE CLAMP. 


FUGEK-35N730-1, COUI0D-3240-A-1 
2¢159443 STOCK #9952 CRYIN-426965 
FEB. 45 501 ¥ 


cPH 49423 os-2 

SOCKET: 

LOKTAL TYPE. 8 CONTACT PLUG IN. PHENOLIC 
BASE. 


¥*COL:220185000 REV 3 CHLS6AI72-0, 
6A173-0, GAI74-A, GAI75-0, GAI76-0, 
6A185-0 

3/6143 CPH:68-8X CG:V-8050694 
BAY 45 CPH:68-8 Revo * 


CPH- 49423-A 

SOCKET, VACUUM TUBE: 

LOKTAL TYPE, 8 CONTACT PLUG-IN; MICA- 
FILLED BAKELITE CASE. SAME AS HAVY TYPE 
-49423 EXCEPT FOR CASE MATERIAL. 


*#COL-220300200 REV 0 220100500 REY 1 


6/15/45 88-8XTM *SEE ABOVE 
JUN. 45 88-8IM 


cey 49424 SM 

VACUUM TUBE SOCKET: 

FOUR CONTACTS, SHELL TYPE WITH BAYONET 
PIN SLOT, CIRCULAR, CERAMIC, MEDIUM 
BASE. 


3724743 211 SB CG2K-8354392 
FEB. 45 REV O 


co- 49425 su 

VACUUM TUBE SOCKET: 

MEDIUM 4 PIN BAYONET TYPE SOCKET. SIM* 
ILAR TO TYPE -49336 


472043 CG3ML-7765034-G5 CG:P-7765094- 
SEPT 43 15° REV O 


SATE AMAT | 


RESTRICTED 


NAVSHIPS 900,109 


3.49-24 


‘| 


Class 49—Head Telephones and Associated Apparatus 


peaeharion | FIRST ASSIGNED FOR [ OR CEALISN DEICATiON [rust Assionen FOR | OWA GRAKHGR | DENG AHN ——_frinsr assignen roe | WADE TROMHSN 
49426 GEN USE 6HG 49433 © -8@ CW- 49440 GBF 
PLUG: SOCKET, OCTAL: VACKS 


CONSTANT IMPEDANCE 50 OHM LOW POWER 500 
VOLTS PEAK RF OR DC, NON*WEATHERPROOF. 
CONNECTS TO RMA-36 CABLE. FOR USE WITH 
TYPE -49427 JACK, DESIGNATION SUPERSEDED 
BY UG-9/U. 


A261 43 RAD LAB MIT: 
NOY. 43 2306 

49427 GEN USE 
JACKS 


CONSTANT IMPEDANCE SO OHM LOW POWER 

500 VOLTS PEAK RF OR OC. NON-WEATHER- 
PROOF. CONNECTS TO RMA-16 CABLE, FOR USE 
WITH TYPE -49426 PLUG. DESIGNATION 

SUPERSEDED 8Y UG-10/U. 


4026043 RAD LAB MIT: 
MOY. 43 2309 
49428 GEN USE 


JACK: (FOR USE WITH 

49426): SAME AS TYPE -49427 EXCEPT LESS 
MOUNTING PLATE. DESIGNATION SUPERSEDED 
BY UG-rI/u. 


4026043 RAD LAB MIT? 
ROY. 43 2309 


ceo 49429 JP +4 

WEAD TELEPHONE SET: 

CONSISTS OF TWO CRYSTAL HIGH IMPEDANCE 
ROCHELLE SALT HEADPHONES (CBD TYPE Al) 
WITH A SIGNAL CORPS TYPE HB~7 HEADBAND, 
CO-286 (MODIFIED) AND CO-169 CORDS AND A 
PL-55 (NAVY TYPE -49109) TELEPHONE PLUG. 
SIMILAR TO NAVY TYPE -49187-A. IMPE- 
8/4/43 SEE DESCRIPT €B0:49429 

SEPT 43 CURVE SHEET 


cB049429 
DANCE 80,000 OHMS. 


cus 49430 JPo1 

LOUDSPEAKER: 

INCLUDES A NAVY .TYPE CJS-49266 LOUD- 
SPEAKER MOUNTED IN A METAL CABENET. IN- 
PUT: 600 OHMS, FREQUENCY RESPONSE ESS- 
ENTIALLY FLAT FROM 100 TO 5000 CYCLES. 
StAsLAR TO KAVY TYPES -49217 AND -49032 
LOUUSPEAKRERS. tM CABINET 
8/4043 CJS:SPEC PM6C 8 =C Ub 34585-C 
SEPT 43 MmArine TYPE # 


cmc 49431 MARK 

SOCKET, OCTAL: 

BOTTOM MOUNT: MICA FILLED PHENOLIC: 
1.312" BETWEEN MOUNTING HOLES. 8 PIN, 


PLUG-IN TYPE. 


5411743 CMGSEXP7462 CGtK44J5723 
SEPT 43 REY O 


CPH 49432 SH 

SOCKET: 

$ PRONG TUBE SOCKET AND MOUNTING, MICA 
FILLED MOLDED PHENOLIC, PLUG-IN TYPE. 


STOP MOUNTING; MICA-FILLED MOLDED PHEN- 
OLIC, 1-172" BETWEEN MOUNTING HOLES. 8 
PIN, PLUG-IN TYPE. 


#rREV 1 
S/VIf43 CMGSCATZEXP7519 CGSK47J152 REV ~ 
JUN, 45 Curk-44 0213 


cu 49434 sa 
SOCKET, OCTAL: 

MOLDED MICA FILLED PHENOLIC, 8 PIN, 
PLUG-iN TYPE. SIMILAR TO -4935i-8. 


RE 49AA 313 


S7TI/43 CMG39612-W1 CGIK35N527°5 
SEPT 43 REV 8 


cPH49435 sq 

RECEPTACLE ASSEMBLY: 

STANDARD OUTLET RECEPTACLE. THO-POLE. 
(SOLDERING JRON OUTLET). INCLUDES SCREW 
ON CAP FOR WATERPROOFING WHEN RECEPTACLE 
ts WOT [NM USE. 


S/11743 CPH:97-4085 PI.l CGSK47512-PT 3 
SEPT 43 CPH:9760-22 Pl.2 PT 2) REV O 


cEZ 49436 DAS 

SOCKET, CRYSTAL: 

CERAMIC CRYSTAL SOCKET. 3 CONTACTS 
MICALEX BASE. PLUG-IN TYPE, 


#CRVSK-834496-1 REV 2 
s/1i/43 CEZ3K44 9802 CG:K445802 
MAY 45 REV 1 * 


49437 TcS-6 
LOUDSPEAXER: 
PERMANENT MAGNET WITH 5" CONE AND 6 OHMS 
IMPEDANCE. NATURAL FRECUENCY OF ®1APHRAM 
1S 275410 CPS. VOICE COIL MADE UP OF TWO 
LAYERS OF #35 COPPER WIRE. 


CHZ:P1-1003 REV 0 
5/20/43 CuS:PMSC CCOL:271N220 
MAR, 44 CCTs REV 2 


cuc- 49438 UE 

DUEHEPTAL SOCKET: 

24 CONTACT. PLUG IN, CIRCULAR TYPE, 
MOLDED MICA BAKELITE BASE. DOES NOT tN- 
CLUDE CLAMP RING, SAME AS -493920 EXCEPT 
*®CDUS00-5015-a, COU PT NO 4-46, 
Cw23a-l0045-3 tSS 3$,COL28-158-6747 REV O 
CRV2M+430033-1 

6/21/43 CMG:39450 CHZ:S0-1021 #SS C 
FEB. 45 9450, REV A * 


cHG- 49438 
FOR DEPTH. SIMILAR TO ~49422 EXCEPT FOR 
T¥PE OF CONTACTS AND DEPTH. 


CMS 49439 UE 

DIHEPTAL SOCKET: 

14 CONTACT, PLUG IN, CIRCULAR TYPE, 
MOLDED MICA BAKELITE BASE. SAHE AS 
-49438 EXCEPT INCLUDES CLAMP RING. 
SIMILAR TO TYPE -49592 EXCEPT FOR TYPE 
OF CONTACTS AND OE€PTH. 

*CHZ:S0-1021-C 


CONSISTS OF 14 FEMALE PLUG-IN CONTACTS. 
USED WITH WESTERN ELECTRIC TYPE D-163376 
RELAY. 


6/3/43 CH3D-163377 CHIESA -645293 
SEPT 43 ISSUE } 

clt 49441 LH-18,19 

PLUG: 


S CIRCUIT 90° TYPE. SIMILAR TO 
CLT-49068-A EXCEPT FOR SUBSTITUTION OF 
MATERIALS AND SPLIT-NUT CABLE CLAMP FOR 
RUBBER GASKET AND KNURLED SLEEVE. 


6/343 
SEPT 43 


RQ- 49442 OAY 

SPEAKER-AMPLIFIER UNIT: 

OPERATES FROM 4110/71/60, 105 WATTS. CON- 
SISTS OF A BRIOGING POWER AMPLIFIER 
THORDARSON ELECT. CO. TYPE T-31WS0 AND A 
HIGH FIDELITY LOUDSPEAKER JENSEN TYPE 
JCP-40, GAIN OF AMPLIFIER (S APPROX 8208 
UNIT HAS BASS & TREBLE TONE CONTROLS. 


6111643 RQASFIISA 
FEB. 45 ALT 
RQ-49442 


(NPUT IMPEDANCE 100,000 OHUS. 


c6-49443  TeG-s 

VACUUM TUBE SOCKET: 

FOR MEDIUM 4 PIN, BAYONET BASE, 5 WATT 
TUBE, SAME AS CG-49425 EXCEPT HAS BENT 
INSTEAD OF STRAIGHT CONTACTS. 


6411743 CGENL-7765094G3 CG?P-7765094-1 
SEPT 43 REV J 


CvA 49444 NX83-26728 RE 9001 
HEADSET ASSEMBLY: 

CONSISTS OF 2 RECEIVERS CAVIO METER 
#1220) 1 HELMET TYPE CORD (yit6SO). 1 
199064 HEAD AND CHIN STRAP ASSEMBLY AND 


2 #11600 RUBBER EAR CUSHIONS. 


6414743 9021 CVA:9921 
NOV. 43 
49445 GENERAL USE 


RECEPTACLE: 

SAME AS TYPE -4928S EXCEPT LESS MOUNTING 
PLATE. DESIGNATION SUPERSEDED BY 
UG-26/U, 


6/19/43 RAD LAB MIT: 
NOV. 43 4040 TYPE 1 


cPn40446 SM 

CONNECTOR-ALE? 

SENGLE CONTACT, WITH COUPLING RING. 
FOR USE WITH -49447 CONNECTOR, 


5/11/43 CPHSACSS CGSK43 J419 5/21/43 SOCKET-9450 CHG :9450 T1643 CPH?80H CDULD0-3492-A4 
SEPT 43 REV 1 ASSIGNED KAY 45 CLAMP +8593 REY A * assionsn| FE8+ 45 

{SSUED ISSUED 
care | ARASH [_ SNHRACTAREIA pare | MAAGTHS'S | BANTAPTNRERAL care | MARMARA | ANHEATIUAE | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-25 


SUA, [rinse asstowen rox | ADL RRANING, HAG —_rase asronen ron | WARNING, | SAG. —_ [rest assioneo von | RAEN, _| 


cPH49447 SM 

CONNECTOR-FEMALES 

SINGLE CONTACT, WITH COUPLING RING. FOR 
VSE WITH -49446 CONNECTOR. 


TLE 43 CPH:80F} crc:720978/P7/ 
MAY 45 REV 20 


cru 4443 SM 
CONNECTOR -FEMALE: 
SINGLE POLE. MOUNTS IN A 5/8" ROUND 
MOLE. FOR USE WITH -49449 CONNECTOR. 


BCHS3V12-229 REV O 
716043 BoC 
FEB. 45 


COULID-3493-A 
* SEE ABOVE 


ceH49449 SM 

CONNECTOR-MALE: 

SUNGLE POLE. MOUNTS IN A 5/8" ROUND 
HOLE, FOR USE WITH -49448 CONNECTOR. 


#CRV3720971/P2/REV 0 
7/8/43 CPH80Ct CHS:V¥12-229 
MAY 45 REV 2 


49450 GENERAL USE 

TEE ADAPTOR: 

$0 OHM CONSTANT IMPEDANCE ADAPTOR FOR 
USE WITH TYPES -49218, OR TYPE -49262 
CONNECTORS. TO CARRY S00 VOLTS PEAK. 


DESIGNATION SUPERSEDED BY 49450 


7/843 CQA ASTATIC CORP: 
wOVv. 43 B-7560 REV O 


49451 GENERAL USE 
COAXIAL CABLE FATTING- 
STRAIGHT THROUGH: $0 OHM CONSTANT IM- 
PEDANCE FITTING FOR USE WITH TYPES 
749218, 49262, ETC. CONNECTORS. TO CARRY 
500 VOLTS PEAK. DESIGNATION SUPERSEDED 
BY 49451. 


748443 CQa ASTATIC CORP: 
WOV. 43 B-7540 REV O 


cw- 49452 Too 
PLUG: 
3 CIRCUIT. 


TI9F43 CW2309 COL:426N9 REV 1 


SEPT 43 


49453 RE4SAI20C 
HEADZAND- TELEPHONE: 


RE 49A A120 


" FOR USE WITH 3-3/8" EAR PHONES. 


: 


B/11/43 
SEPT 43 


49453-A “SEE BELOW 
HEADBAND -TELEPHONE 
FOR USE WITH 1 3/8" EARPHONES. SAME AS 
NAF-48486 EXCEPT USED WITH.1 3/8" EAR- 
PHONES. SAME AS -49453 EXCEPT HAS 
ANGULAR YOKE. 


(CQF) SONIC LISTENING EQUIPT 


49454 GENERAL USE RE 49F194 
ADAPTER 

TO COUPLE ARMY-NAVY TYPE RG-14/U CA3LE 
TO 1 5/8" SO OHM RIGID LINE, DESIGNATION 
SUPERSEDED BY UG-31/U. 


8/17/43 CSX 
NOV. 43 


49455 RE-91758,UM,uR 
HEADSET ASSEMBLY 
CONSISTS OF THO RECEIVERS -49456, ONE 
HEADBAND -494535-A, TWO EAR CUSHIONS 
-49104-B, ONE CORD -49012-C AND ONE PLUG 
+49034-A, 


8/28/43 
WOV. 43 


RE 9475 


49456 Re-91758 
RECEIVER 
300 OHM IMPEDANCE, FLAT FROM 100 TO 6800 
CPS. OVERALL DIAMETER 2 1/32", THICKNESS 
1", 14 OHMS DC RES. 


8/28/43 CQFSPOR-8 
DEC. 44 EXTENDED RANGE 


RE-9175 


cHG- 49453  MK-12 

OCTAL SOCKET 

8 CONTACT, PLUG IN. CIRCULAR BAKELITE. 
SIMILAR TO TYPE -49374, 


CHSESA-678315-9 
ISSUE 47 


8/28/43 9881 
NOY. 43 


CUF 49457-A MK-12 

OCTAL SOCKET 

8 CONTACT, PLUG IN, CIRCULAR. SAME AS 
49457 EXCEPT HAS CERAMIC BASE. 


V/22/44  CUFSTIEO46-A CWSESA-678515-1 
DEC. 44 CN2235-C-1-E tSSUE 19 


CJC- $9459 wK-12 

PLUG 

SINGLE CIRCUIT, SINGLE CONTACT. FOR USE 
WITH 1/4" CABLE. FITS TYPE -49459 SOCKET. 


*CDUL0D-3245-A-t 
9/2743 P-10l-1/4 CW3BA-10167-1 
FES. 45 ISSUE | * 


Cuc- 49459 MK-12 

SOCKET 

SINGLE CIRCUIT. SINGLE CONTACT. FITS 
TYPE -4945'8 PLUG. 


9/2/43 S-1O1-D CWsSA-10167-6 
WOV. 43 issue | 


cic 49460 MK-42 

SOCKET: 

SINGLE CIRCUIT, SINGLE CONTACT. FITS 
TYPE-49463 PLUG, 


csc-49461 MK-12 

PLUG: 

TWO CIRCUIT THO CONTACT, POLARIZED. DOES 
NOT INCLUDE CABLE CLAMP, FITS TYPE ~49462 
SOCKET. 


9/2/43 P=202-F KT Cu:BA-10167-11 
NOV. 43 ISSUE 4 


CICAI464-A MK-12 

PLUG 

TWO CIRCUIT TWO CONTACT. POLARIZED. FITS 
TYPE -49462 SOCKET. TYPE NO- INCLUDES 
CABLE CLAMP OTNERWISE SAME AS -49461, 


T/14/44 P-202-CCT 
MAR, 44 


CWSBA-10167-10 
ISSUE 3 


cue 49462 MK-12 

SOCKET; 

TWO CIRCUIT, THO CONTACT, POLARIZED. 
FATS TYPE -49461 PLUG. 


9/2/43 $-202-B CNTBA-10NG7T-12 
MOV. 43 #SSUE 3 


cic-49463 MK-12 

PLUG: 

SUNGLE CERCVIT, SINGLE CONTACT. FOR USE 
WITH 3/8" CABLE. FITS TYPE -49460 SOCKET. 


9/2/43 P-201-3/8 CHSBA-10167-13 
NOY. 43 (Ssue 1 


cM- 49464 MK-12 

JACK: 

FOR USE WITH COAX/AL 70 OHM MICROWAVE 
GABLE MESHES WITH TYPE -49476 PLUG. 


CW2ESA-656367 

tsSuEe 1 
9/2/43 0-163598 Cw:ESL-641762 
NOV. 43 #Ssue 1 


c80 49465 T-0g 

PLUG: 

T2 CONTACT IN TWO ROWS OF 6 EACH. MAY SE 
PANEL MOUNTED. FOR USE WITH TYPE -49466 
RECEPTACLE. CONTACTS RATED &5 AMPS. 


9/20/43 28590 CRY2M-427607-1 
NOY. 43 REV 2 


cB0- 49466 TDQ 

RECEPTACLE: 

T2 CONTACT IN TWO ROWS OF 6 EACH. MAY BE 
PANEL MOUNTED. FOR USE WITH TYPE-49465 
PLUG. CONTACTS RATED 15 AMPS. 


9/20/43 28589 CRV2M-427607-2 
NOV. 43 REY 2 


49467 GENERAL USE 
HEADSET ASSEMBLY: 
CONSISTS OF TNO TYPE -49016 RECEIVERS, 
ONE -49028 HEADBAND, ONE TYPE -49012 
CORD EQUIPPED WITH ONE -49034 PLUG. 


10/28/43 9/2/43 $-201 TWrSA-F0167-8 9/24/43 
Wov. 43 assiensn | NOV. 43 issue | assignsy| NOV. 43 
{ssUED ISSUED =a 
[_oare | RASTER? aaSUACTNIERA, care | RGETHENE® | ANWAR ore | RATES| AT 
RESTRICTED NAVSHIPS 900,109 


665197 O - 45 - 57 


Class 49—-Head Telephones and Associated Apparatus 


ADAG, [rast assiowen vox] HERA _| RIE [ruse assioneo von | oRAGMHS, | SRS [rise assionen vox | WAPI, 
crv 49468 QFL 49475 ! RE 49F205 . 
4 GENERAL USE (RE 49F 215 
LOUD SPEAKER COUPLING CHOKE FLANGES hen 


CONSISTS OF 15" SPEAKER, INPUT IMPEDANCE 
6-8 OHMS, AND A CRV TYPE HI-6223 CABINET 
28" X 19" x 13". VOICE COIL IMPEDANCE 8 
OHMS, RATED POWER 15 WATTS. 


9/25/43 
DEC. 44 


41-6257 RQ-43F 100A 


ALT O 


cog 49469 OAH 
HEADSET ASSEMBLY: 
UNCLUDES 1 HEADBAND, 1 CORD, t TYPE 
-49006-A PLUG 1 TYPE -49016 RECEIVER, 
AKO AN EAR PAD. SIMILAR TO TYPE -49230 
EXCEPT EMPLOYS DIFFERENT RECEIVER. 
HEADBAND CWli1A, PLUG CHASTC75, 

CORD CW:R2CD, RECEIVER CTESTH37. 


9750/43 *SEE ABOVE 
NOV. 43 
CU2- 49469-A OAH-2 


HEADSET ASSEMBLY 

INCLUDES 1 HEADBANO, # CORD, 1 TYPE 
*49006-A PLUG, 1 TYPE -49016 RECEIVER 
AND AN EARPAD. SAME AS -49469 EXCEPT 
CORD 1S RUBBER COVERED INSTEAD OF CAHVAS 
COVERED. 


VAV2046 
Oct. 44 


cqa 49470 
JACKS 

50 OHM, CONSTANT IMPEDANCE, MICROWAVE 
JACK FOR USE WITH HATCHING PLUGS NAVY 
TYPE +-49268-49284 & -49286 TO FORM CO- 
AXIAL CONNECTORS FOR LOW POWER USE. SAME 
AS UG-5B/t, 
*®CHZ:RC-1075 ISS 0 
10/2/43 8 

BAY 45 CHA-JINL =2 


cup 49471 Nxsr-35033 { Y Z- 
HEAD TELEPHONE ASSEMBLY$ } 
CONSISTS OF 2 TYPE -49215 EARPHONES, 1 


TYPE -49216 CORO, ONE TYPE -10204 HELMET, 
AND ONE NAF TYPE 38611-5 EXTENSION CORD. 


GENERAL USE 


B-7570 bad 
CG:P-7766176P17 


10/16/43 
wove. 43 


cus 49472 Qsa 
LOUDSPEAKER: 

6 WATT, 6 INCH, PERMANENT MAGNET TYPE, 
6 OHMS VOICE COIL IMPEDANCE. HOUSED IN 
6174" X 81/4" X 5 1/2" METAL CASE. 
SAME AS CJS-49235 EXCEPT TERMINAL TUBE 
HAS BEEN REPLACED BY A BUSHING AND LOCK 
WASHER, 

10/16/43 CWrKS-5840 
HOV. 43 LIST 02 


CHSESX-652679 
ISSUE 3 


cnc: 49473 HK 1, mop. 2 

VACUUM TUBE SOCKET? 

7 PRONG SOCKET WITH CONTACTS PHOSPHOR 
BRONZ, SILVER PLATED PINS. FOR MINIATURE 
TUBES. 


30/29/63 #9820 CGIK-47 3487 


NOV. 43 REY 2 
49474 RE 49F203 

COUPLING COVER: 

USED WITH -49475 FLANGE. FOR 1 4/4" Xx 


6/8" WAVEGUIDE. CONSISTS OF FLANGE 
AN DESIGNATION FOR THIS ITEM UG-51/U. 


10/30/43 CAFW: 


USEO WITH -49474 COVER. FOR ¥ 1/4" X 578" 
WAVEGUIDE. CONSISTS OF CHOKE & NEOPRENE 
WASHER, 4 SCREWS & LOCKWASHERS. 

AN DESIGNATION FOR THIS ITEM UG-S2/U. 


10/30/43 CAFW? 


MOV. 43° TAFT: 
cw- 49476 MK-12 
PLUG: 


COAX#AL PLUG FOR MAKING CONNECTION TO 
CW-49464 JACK IN A 70 OHM MICROWAVE 
CABLE. 


10/6/43 
WOV. 43 


D-163950 ESA-656438 


ISSUE 1 


cpeH49477 0BB 

VACUUN TUBE SOCKET: 

7 PRONG, FOR MINIATURE TUBES. HAS METAL 
SHIELO IN CENTER GROUNDING TO CHASSIS. 
BAKELITE BASE WITH RETAINER RING. 


11/9/43 CPH:78-7P CZH2300-105. 
MAR, 44 REY. O 

49478 RE 13A844A RE 13A844 
LOUDSPEAKER 


8 {NCH BELL, 600 OHMS PERMANENT MAGNET, 
32 WATT MAX. SATISFACTORY OPERATION IN 
THE RANGE FROM 200 TO 3500 CPS. DESIGNED 
FOR USE UNDER ADVERSE CONDITIONS WITH 
BNEVERSAL MOUNTING PROVISIONS, 


10/12/43 
Mov. 43 


CW- 49479 MAH 

HEADSEY ASSEMBLY 

CONSIST OF ONE TYPE-H8-7 HEADBAND, ONE 
CORD, ONE YHEP-PL55 PLUG, AND TWO 
TYPE-ANB-H-1 EARPHONES. IMPEDANCE 600 
OnMS. FREQ 200-4000 CPS. iNPUT 0.2 WATTS 
APPROX, 


11/12/43 CwsBL-36930 
Wov. 43 tSSUE J 
CAFW 49480 GENERAL USE RE 49F215 


WAVE GUIDE COUPLING 

WAVE GUIDE COUPLING MALE, CONSISTING OF 
FLANGE, 5 BOLTS & NUTS. FOR USE WITH 
NAVY TYPE 49481 FEMALE COUPLING, USED ON 
ARMY-NAVY TYPE RG-48/U, 3" X 1 1/2" WAVE 
GUIDE. SAHE AS UG-65/U. 


teye7yas CRPSWI05-S179 
Nov. 43 BIL:ESO-686550 
caFu 49481 GENERAL USE RE 49F213 


WAVE GUIDE COUPLING 

WAYE GUIDE COUPLING FEMALE, CONSISTING 

OF FLANGE, 5 BOLTS & NUTS. CORPRENE 
GASKET, FOR USE WITH 49480 MALE COUPLING. 
USED ON 4-N TYPE RG-48/U 5" X | 1/2" WAVE 
GUIDE. SAME AS UG-66/U. 


W/17/43 CRPIWIOS-5179 

NOV. 43 BTL:ES0-686550 
49482 GENERAL USE 

PLUG: 


ULHLF. TYPE, FITS NAVY TYPE -49194 RE- 
CEPTACLE 49192 RIGHT ANGLE, 49191 
SPLICE. SIMILAR TO NAVY TYPE 49195 PLUG 
€xccrt FITS SMALLER CABLE. SIMILAR TO 
BRITISH TYPE UNIRAOIO #32 COAXIAL. 
CZGzISII REV O 


bis18/4s CZGSi35101 CQA:7800 


TO CONNECT ARMY-NAYY TYPE RG-I7/U RE 
CAGLE TO TYPE N RECEPTACLE. 50 OHM, 
WEATHERPROOF, LOW POWER, 


T2/01/63 CALKS 
MAY 45 


-49483-A GEN. USE RE 49F 215 
PLUG 
TO CONNECT ARMY-NAVY TYPE RG-S7/U RF 
CABLE TO TYPE "N™ RECEPTACLE. 50 OHMS, 
WEATHERPROOF, LOW POWER. SAME AS -49483 
EXCEPT tS LIGHTER IN WT. 


6/9044 
OCT. 44 


cus 49434 sP 

OCTAL SOCKET 

8 CONTACT, PLUG IN, CIRCULAR TYPE. 
HAS 4 EARS OH SADDLE. 


¥CENS500167-3 REV 3 

Hen sat- 4 

=CHZ:S0-1000. REY GO, CNG:9666 CHG. 3 
$2/13/43 98C64NI COrK-$2N310 
FEB. 45 9864 REV # 


cw- 49485 WCA-2 

TELEPHONE RECEIVER, HEAD 

FREQUENCY RANGE 0-3.000 CPS. !NPEDANCE 
AT 1000 CPS 1S 293 OHMS WITH POSITIVE 
PHASE ANGLE OF 58 DEGREES OC. RESISTANCE 
tS APPROX. 57 OHMS, 


t2/1S/43 7168 
FEB. 44 


COMs518-14 
ALT 0 


cen 49436 WCA-2 

HEADSET ASSEMBLY 

CONSISTS OF 1 HEADBAND CW-49009, 1 CORD 
GW-49012, 1 PLUG CN-490344, AND ONE RE- 
CELVER CW-49485, 


W215 743 STBL 
BEC. 44 


cmc 49487 MK 1 MOD 2 

VACUUM TUBE SOCKET 

7 CONTACT SOCKET WITH SILVER PLATED 
PHOSPHOR BRONZE CONTACTS FOR MINIATURE 
TUBES. SIMILAR TO -49473 EXCEPT CONTACTS 
AC ROTATED. MICA FILLED TEXTOLITE. 


12/15/43 9826 
FEB. 44 


CGK-47.3489 
REY 2 


cus 49488 AK 1 HOD 2 

VACUUM TUBE SOCKET 

7 CONTACT SOCKET WITH SILVER PLATED 
PHOSPHOR BRONZE CONTACTS. MICA FILLED 
BARD RUBBER. FOR MINATURE TUBES. 


12/15/43 2561 
FEB. 44 


K-43. 5996-2 
REV 0 


cMG 49489 MK T MOD 2 

YACUUN TUBE SOCKET: 

7 CONTACT SOCKET WITH SILVER PLATED 
PHOSPHOR BRONZE CONTACTS. WAX IMPREGNAT - 
ED MiCA FILLED TEXTOLITE. ZINC PLATED 
SOCKET HOUSING FOR MINIATURE TUBES. 


V2715743 


WOV. 43 CAFY: asses AUG. 44 REV O* assignan| FEB. 44 rs 
ISSUED ISSUED 
[oars | MAUNASTHEER? | SAAHKALIRIEA pare | MAMNAGTHAE® | MANIAC pare | MARTHA" SONATA | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-27 


NAVY DRAWING NAVY TYP NAY’ 
OOK ATION [esr ASSIGNED, ror | oe OHCIGN | Deeks [runst ASSIGHED FOR: | on EARS, | | 


WAVY TYPE NAVY DRAWING 
DESIGNATION [rast ASSIGNED: FOR L OR SPECIFICATION | 


CNA 494390 *SEE BELOW cWw- 49497 GEN RADAR USE 
ANTENHA CONCENTRIC PLUG COAXIAL TO WAVEGUIDE ADAPTER 
ADAPTER: FOR ADAPTING A 702 SOLID DIELECTRIC 


COAXIAL LINE (CASSF 70) THRU A HOLM-DEL 
JACK TO A 1 1/2" X 3" WAVEGUIDE. SAME AS 
NAVY TYPE -49498 EXCEPT FOR WAVEGUIDE 


COUPLING HOLES, 
*FOR USE ON RAO & RBH SERIES 


bestesas 1/1/44 BO-410531-1 
FEB. 44 HAR, 44 ISSUE 2 
CNA 49491 *SEE BELOW cy- 49498 GENERAL RADAR USE 
ANTENNA CONCENTRIC PLUG COAXIAL TO WAVEGUIDE ADAPTER 
ADAPTERS FOR ADAPTING A 708 SOLID DIELECTRIC 


COAXHAL LINE (CASSF 702 THRU A HOLM-DEL 
JACK TO A 7 1/2" X°3" WAVEGUIDE, SAME AS 
NAVY TYPE -49497 EXCEPT FOR WAVEGUIDE 
COUPLING HOLES. 

*FOR USE ON RBL SERIES 


12/16/43 1/1/44 BO-410531-2 
FEB. 44 HAR, 44 ISSUE 2 
CPHA9492 VG, VG-1 Ch- 49499 GEN RADAR USE 

VACUUM TU3E SOCKET COCTALY COAXIAL TO WAVEGUIDE ADAPTER 

(CATHODE RAY TUBE}: 8 CONTACT PLUG ASSEMBLY INCLUDES A CASE ASSEMBLY, 
aN, CIRCULAR TYPE. CONTACTS S#LVER ONE NAVY TYPE -49497, ONE NAVY TYPE 
PLATED. -49498 AND 8 BOLTS FOR CONNECTING 


ADAPTERS 70 THE WAVEGUIDES. 


*BO-410550-% ISSUE 1, BO-410694 ISSUE 2 


12/22/43 PFE-7 CGSK5S4N163 V/tfaa X-BL7L9-A ¥SEE ABOVE 
Fea, 44 REV O MAR. 44 

cus $9493 RAO-5 . cw- 49500 GEN RADAR USE 
LOUDSPEAKER: * COAXIAL TO WAVEGUIDE ADAPTER 

6" SPEAKER iN CABINET 8 1/4" X 8 174" X ASSEMBLY: INCLUDES A CASE ASSEMBLY, 
4 3/8" GEER, FREQUENCY CHARACTERISTIC TWO NAVY TYPE -49501, AN ADAPTER PLATE 


FLAT WITHIN 606 BETWEEN 200 AND 5000 
CYCLES. INPUT TRANSFORHER TO OPERATE 
FROM BALANCED OR GROUNDED INPUT LINES 
HAVING 500, 41000, 2000, 5000, 10,000 OR 


AND 8 BOLTS FOR CONNECTING WAVEGUIDE 
ADAPTERS TO THE WAVEGUIDES. 


*B0-410540 BO-410694 ISSUE 2 


12/22/44 1/1/44 X-617498 *SEE ABOVE 
FEB. 44 MAR. 44 
ci8 49493 cw- 49501 GEN RADAR USE 


20,000 OHMS IMPEDANCE. COAXTAL TO WAVEGUIDE ADAPTER 
FOR ADAPTING A 702 SOLID DIELECTRIC 
COAXIAL (CCASSF 70) THRU A HOLM-DEL JACK 


TO A 3/8" X 2 5/8" TICKET TUBE WAVEGUIDE, 


t/1/44 BO-410539-1 
MAR. 44 
cue 49494 -66AFU 49502 ace 
COAXIAL PLUG HEADSET & PLUG ASSEMBLY 
FOR USE WETH 1/4" SINGLE CONDUCTOR CONSISTS OF 2 -49016 RECEIVERS, ONE 


SHIELDED FLEXIBLE CABLE. 749028 HEADBAND AND ONE -49064 PHONE 


CORO AND PLUG. 


12/24/43 P-101-5/16 CHZ:PL-10414 2/3/44 W303284 
FEB. 44 ISSUE A HAR. 44 SUB 10 

ete 49495 TBY SERIES cu- 49503 GENERAL USE RE 13A980A 
EAR CUSHION CORD AND HEADBAND COVERING 


FLAT TYPE. MADE OF RUBS3ER TREATED TO 
WITHSTAND FUNGUS GROTH AND OTHER 
TROPICAL CONDITIONS. 


INCLUDES CCRD FOR CONNECTING HEADPHONES, 
LEATHER COVER AND PLUG. 


{2/27/43 CMDIMC-162-A CRItD-52530 1/4/44 = D-173359 . 
FEB. 44 REV O WAY 45. 

-49496. GENERAL USE RE 49AA221A CH- 49503-A GENERAL USE REITSA9SCA 
TUBE CLAMP: CORD AND HEAD BAND COVERING 


ENCLUDES CORD FOR CONNECTING HEADPHONE, 
BLACK PLASTIC COVER, AND PLUG. SAME AS 

BASIC NUMBER EXCEPT FOR SUBSTITUTION OF 
PLASTIC FOR LEATHER IN COVER. 


FOR USE WITH SHALL OCTAL TUBES (GLASS). 


*CDL23-234-6209 REV O 


cW- 49504 GENERAL USE RE 13A9B0A 
HEADBAND 
INCLUDES METAL STRAP AND THO MOUNTING 
BRACKETS. 


1/4/44 D-173330 CwrB0-153095 
MAY 45. Iss 3 


cH- 49505 GENERAL USE RE 13A980A 
HEADPHONE 

300 OHM, FLAT RESPONSE 200 TO 4000 
CYCLES (105 DB AT 1000 CYCLES) 


1/4/44 D-173322 Cu sES0-668693 
MAY 45. Iss 4 


cu- 49506 GENERAL USE RE 13A980A 
EAR CUSHION 

SOFT NEOPRENE EAR CUSHION FOR NAVY TYPE 
~49505 HEADPHONE. 


1/4/44 D-173331 CWSESO-667948 
MAY 45. iss 5 


cw~ 49507 GENERAL USE RE-%3A380A 
HEADSET ASSEMBLY 
CONSISTS OF: 
(1) +49503 CORD AND HEADBAND COVERING 
(4) -49504 HEADBAND 
(2) -49505 HEADPHONE 
(2) -49506 EAR CUSHION 


1/4/44 D-173329 
HAY 45. 


cW-49507-A GENERAL USE REI3A980A 
HEADSET ASSEMBLY 

CONSISTS OF (1) -49503-A CORD AND HEAD- 
BAND COVERING, €1) +49504 HEADBAND (2) 
-49505 HEADPHONE (2) -49506 EAR CUSHION, 


9/2/44 D-173329 CH:30-153093 
SAY 45 iSs 3 


can 49506 WEB 

DOUSLE JACK ASSEMBLY 

INCLUDES A MICRO SWITCH OPERATED BY THE 
DRIVER JACK BOX COVER. THIS SWITCH 
PLACES THE ORIVER RECTIFIER ON LOW POWER 
OPERATION WHEN THE CAZLE FROM THE DRIVER 
RECTIFIER 1S PLUGGED INTO THE JACK BOX, 
TYPE NO. INCLUDES A 1 AMP FUSE TO PRO- 
1/4/44 564K SK-5891 

MAR. 44 ALT 0 


cw-49508 
TECY THE PROJECTOR IN CASE @F ACCIDENTAL 
OPERATION OF THE ORIVER AT HIGH POWER. 


cu 49509 *¥SEE BELOW 

ADAPTER 

PERMITS USE OF NAVY, TYPE -49160 WITH 
TTHFA-1 CA3LE, CONSISTS OF A RIGHT ANGLE 
CONNECTOR, CA3LE CLAMP, AND LOCKING NUT 
FOR TIGHTENING TO -49160. 


"RBA. RBB, RBC SERIES 


12/27/43 CALS3926A CAIS21234 942468. VDOATSSSS SW2BO7 S509 1/40/44 CRVIMX-247930-SOL CRV:MX-247930 
FEB. 45 *SEE ABOVE [assignee | MAY 45 iss<8 MAR. 44 sua 2 

{ssuso : - aNUTAE ! 
cave | MAWHEASTARS | AANNSACTHARES, pare | MARMAGTOAN'S | ANAEACTUMRGA | Lae | MOSTRAR] 


RESTRICTED 


NAVSHIPS 900,109 


3.49-28 


Class 49—Head Telephones and Associated Apparatus 


WAYY TYP! Vv A 
ORAL TIER, LENS. | 


T 
| FIRST ASSIGNED FOR 


DEN FIRST ASSIGNED FOR [ NACL RRAWING., | 


[sHaRe 


[rust ASSIGNED FOR NaN | 


car 49510 GEN RADIO USE 

HEADBAND ASSEMBLY 

CONSISTS OF HEADBAND, HEADBAND JACKET, 
YOKES FOR STANDARD NAYY PHOUWES 1 5/8" 
DIA., HEADBAND CORD ANO NAF PLUG NAF 
215285-2. 


1/20/44 PHA-9 LET. O 


MAR. 44 


cnc 49511 HK~26 

VACUUM TU3E SOCKET COCTAL) 

8 CONTACT PLUG IN, CIRCULAR. SQUARE HIG. 
PLATE WITH STUDS AT CORNERS. 


1/22/44 9862 SOCKET CRV2M-422515-501 
PLUS MTG. PLATE Sus 3 


c1u 49512 MK -26 

VACUUM TUBE SOCKET 

7 CONTACT, PLUG IN, CIRCULAR. INCLUDES 
HIG. PLATE. 


1/22/44 9862 SOCKET CRY:K-882526-501 
HAR. 44 PLUS MIG, PLATE SUB 2 


49513 GEN RADIO USE RE 49F235 
STUFFING TUBE 
FOR USE WITH AN TYPE RG-18/U OR RG-i7/U 


RF CABLE. 


2/1784 
MAR. 44 


cv- 49514 OE-12 

TEST ADAPTER 

FOR DYNAMIC TEST OF FOUR PRONG TUBES. 
reeCUsTS BROUGHT OUT TO SIDE TERMINALS 
FOR POINT TO POINT TESTING WITH TEST 
PRONGS. 


2/18/44 Cvi112354 
MAR. 44 REY O 


cv- 49515 OE-12 

TEST ADAPTER 

FOR DYNAMIC YEST OF FIVE PRONG TUSES. 
CIRCUITS BROUGHT OUT TO SIDE TERMINALS 
FOR POtNT TO POENT TESTING WITH TEST 
PRONGS. 


2/4B/44 Cv:112355 
MAR. 44 REV O 


cv: 49515 OE-12 

TEST ADAPTER (SIX PRONG) 

FOR DYNAHIC TEST OF SIX PRONG TUBES, 
CIRCUITS BROUGHT OUT TO SIDE TERMINALS 
FOR POINT TO POINT TESTING WITH TEST 
PRONGS. 


2/18/44 CVhl2356 
MAR. 44 REV oO 


cv- 49517 OE-12 

TEST ADAPTER (SEVEN PRONG- 

SMALL): FOR DYNAMIC TEST OF SEVEN 
PRONG (SMALL> TUBES. CERCUITS BROUGHT 
out TO $1 ERMUNALS FOR POINT TO POUNT 
TESTING wilt TEST FRUNGS. 


2/18/44 cv¥sti2357 
MAR, 44 REV O 


cate | SARA'S | HAMOIACTINER A 


cy- 49518 OE-12 

TEST ADAPTER (OCTAL) 

FOR DYNAMIC TEST OF OCTAL TUBES CIRCUITS 
BROUGHT OUT TO SIDE TERMINALS FOR POINT 
TO POINT TESTING WITH TEST PRONGS. 


2s18 144 CVr41 2358 
MAR. 44 REV O 


CV-49518-A OE-t3 

TEST ADAPTER COCTAL)?: 

FOR OYNAMIC TEST OF OCTAL TUBES. CIR- 
CUITS BROUGHT OUT TO SIDE TERMINALS FOR 
POINT TO POINT TESTING WITH TEST PRONGS. 
SAME AS WAVY TYPE -49518 EXCEPT TERMINAL 
SKIRT tS ON TOP OF UNIT. 


2/13/45 CV-116157 
APR. 45 REV 0 


cv- 49519 OE-12 

TEST ADAPTER (SEVEN PRONG 

MINSATURED? FOR DYNAMIC TEST OF 
SEVEN PRONG MINIATURE TUBES. CIRCUITS 
BROUGHT OUT TO SIDE TERMINALS FOR POINT 
TO POINT TESTING WITH TEST PRONGS. 


2/18/44 CVrt12361 
MAR. 44 REV O 
crx 49520 GEN RADIO USE 


VACUUM TUBE SOCKET COCTAL) % 
8 CONTACT COCTAL) SOCKET. CERAMIC BASE 
(GRADE L4 STEATITE) 1 372" SPACED MTG. 
HOLES (IN MTG. PLATE. 


2/21/44 65A-5 CFKS65A-5 
MAR. 44 REV J 


CNZ- 49520-A Lu-3 

TUBE SOCKET COCTAL) 

8 CONTACT OCTAL SOCKET. STEATITE INSULA- 
TION 1 172" SPACED MIG. HOLES IN MTG. 
PLATE. SANE AS -49520 EXCEPT SADOLE HAS 
4 CONTACTS FOR GROUNDING. 


E2/21/444 35C +1 Ee CRB3SO-1031-2 
JAN. 45 (ss 8 


cPH 49521 JR-1 

CHASSIS CONNECTOR (FEMALE) 

4 CONTACT, THREADED FOR COUPLING RING 
ON MALE. HAS CENTER KEY FOR LOCATING 
MALE. 


2/28/44 PO4F CAT. 
MAR. 44 


cPeH 49522 JR-1 

CHASSIS CONNECTOR (FEMALE) 

6 CONTACT, THREADED FOR COUPLING RING ON 
MALE. HAS CENTER KEY FOR LOCATING MALE. 


2/28/44 POGF CAT. 
MAR. 44 


cPH 49523 SR-4 

CHASSIS CONNECTOR (MALE) 

6 CONTACT, THREADED FOR COUPLING RING ON 
FEMALE. HAS CENTER KEY FOR LOCATING MALE. 


2/28/44 POEM CAT. 
MAR. 44 


ASSIGNED 
Issued 


ceH 49524 Tor 
VACUUM TUBE SOCKET 
Ut CONTACT, PLUG IN. OVAL MTG. PLATE. 


3/8/44 RS-11 CG:K-7897659-9 
MAR. 44 Rev 1 


cnn 49525 “46ADL 

VACUUM TUBE SOCKET COCTAL) 

8 CONTACT. PLUG IN. HAS NETAL MTG PLATE. 
LOW LOSS CERAMIC BASE. SAME AS -49377 
EXCEPT KEYWAY HAS BEEN ROTATED SO THAT 
IT 1S IN LENE WITH MTG HOLES. 


#CNASSA2640. REV I 
3/8/44 CIR-8 
JUN. 45 


CW: ESA-680409-2 
Issue 5 * 


crv 49526 ROM 
LOUDSPEAKER PANEL 


3/9/44 
MAR. 44 


Cy- 49527 OE-12 

TEST ADAPTER (LARGE SEVEN 

PRONG)? FOR DYNAMIC TEST OF SEVEN 
PRONG (LARGE TUZES. CIRCUITS BROUGHT OUT 
TO SIDE TERMINALS FOR POINY TO POINT 
TESTING WITH TEST PRONGS, 


2718/44 Cv21t2360 
MAR. 44 Rev oO 


cv- 49528 OE-12 

TEST ADAPTER (LOCTAL) 

FOR DYNAMIC TEST OF LOCTAL TUSES. CIR- 
CUITS BROUGHT OUT TO SIDE TERMINALS FOR 
POINT TO POINT TESTING WITH TEST PRONGS. 


2/18/44 cv:112359 

MAR. 44 REV O 
49529 GEN USE 

CONNECTOR 


ARMY-NAVY TYPE RG-17/U OR RG-18/U RF. 
CABLE TO 1 5/8" RIGID LINE CONNECTOR - 
50 OHMS - ADAPTABLE FOR FIELD ASSEMBLY 
WEATHERPROOF, HIGH VOLTAGE. 


3/17/44 
RAR. 44 


RE-49F-236 


49530 X-TOP-£ 
ENO SEAL COMNECTOR 
FOR USE WITH A-N TYPE RG~8/U OR RG-10/U 
R.F. CABLE. CONSISTS OF TYPE 49268 CAGLE 
CLAMPING DEVICE. CERAMIC INSULATOR, ANO 
CAP FOR ATTACHNENT TO ANTENNA WIRE. 


3/21/44 WL-7471394, B74713945 
WAR. 44 GI REV O 


49539-A GENERAL USE RE 49F 237 
END SEAL CONNECTOR 
FOR USES WITH A-N TYPE RG-8/U OR RG-10/U 
RF CABLE. CONSISTS OF TYPE ~49268 CA3LE 
CLAMPING DEVICE, CERAMIC INSULATOR, ANO 
CAP FOR ATTACHMENT TO ANTENNA WIRE, 


3/25/44 
MAY 44 


pare | MRIVASTVBY? | _ oRAWHRACTIUAE 


care | ARRRAGTHARE'S 


SAUTE | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 3.49-29 


HAT [esr asiowen ror | oceans | | RAMU [rusr asso von | HARLGRHG, | CHELII, —_[resr asionco vox | RGR | 


49531 GENERAL USE RE 49F 227 


. F GEN USE RE 49F @51 

CONNECTOR, PLUG ee tee in. : eee 

4 FROM A-N TY S-t y 

Teles oe an Rr ae eae SOCKET FOR NAVY TYPE Cil-29246 RELAY, STRAIGHT ADAPTER FOR CONNECTING BRITISH 
: : . upyeH S 

PROGES Low POWES: “CAST GUT” CONNECTOR: 8 CONTACTS IN PHENOL-FIBRE BLOCK. PYE" PLUGS TO UHF NAVY RECEPTACLE WITH 


SAME THREAD AS -49194. 


ee 4/4/44 p-1624798 BA-102954 5/4/44 
MAY 45 Iss 1 SULY 44 
49532 GEN USE RE 49F 227 cano 49540 sP cc- 49548 TOY-1 
ance pLue ees Lak TYPE RG-18/U R.Fe LINE EXTENSION ASSEMBLY CABLE ASSEMBLY: 
CASUE TO T/A eG GHAR ATOND. LEME CONSISTS OF PARTS OF 2 TYPE "N" CON- GONSISTS OF 100 FT OF RG-18/U CABLE WITH 
aca ThdePeock Low Poues: GAS TIGHT: NECTORS (1 MALE, 1 FEMALE) COUPLED TO- A STRAIGHT MALE COUPLING AT ONE END (G.E. 
GETHER BY MEANS OF THO 2 5/8” SECTIONS CAT. NO. 42201 PLUS 8884) AND A STRAIGHS 
OF RIGID LINE. FEMALE COUPLING AJ THE OTHER END. (G.E. 
CAT. NO. 48211 PLUS 8884). 
3/25/44 4/14/44 GEDLaN280A (CG)M- 485867 5/6/44 M-7471351 
MAY 44 JULY 44 REV 1 AUG. 44 REV 0 
49533 GENERAL USE RE 49AA 238A c1u 49541 sp cRB- 49549 ass. For REQS9TA 
FOR INFERCONNECTING THO WAVY TYPE -4921 Dee a tyne puehhen’ 
Ber caeeGe BEAGPUGNES. “Ins HECHE TS dagcaeee CONSISTS OF PARTS OF 2 TYPE "N™ CON- PHONE PLUG ADAPTER: 
PL veN BLUE NECTORS ATTACHED TOGETHER BY MEANS OF A FOR ADAPTING LU-1, LU-2, OR LU-3 TEST 
: "U" BODY AND 1/4 WAVELENGTH TUNED EQUIPMENT TO ANY AGA-1. COUSISTS OF A BOX 
SECTION. CONTAINING A CAPACITOR, & PHONE JACK AND 


A PHONE Tip, Fides 
4/i4/44 5901 (CG IM- 48867 SI8044 CRVZ0M-JOIB-A a 
‘ JULY 44 REV O AUG. 44 


49534 GENERAL USE RE 49F 259 49542 


3/23/44 Ag 
MAY 44 ; 


GEN RADSO USE -49550 GEN. USE RE49F252 
HEADSET EXTENSION CORD: HEAGSET ASSERALY PLUG; 
§0" TWO CONDUCTOR CABLE WITH JK-26 JACK CONSISTS OF ONE*-49533 HEADPHONE CORD,” R= $0 OHMS, WEATHERPROOF. FOR USE WITH 
ON ONE END, AND PL-5& PLUG ON OTHER END. TWO -49505 HEADPHONES AND THO HEADPHONE RG-17/U OR RG-18/U RF CADLE. CABLE END 
CLIPS. FOR USE IN ARMORED VEHICLE CRASH SIMILAR TO -49483. 
HELNET. 
3/23/44 4/15/44 5/8744 
Hance JULY 44 AUG. 44 
49535 GENERAL USE RE-49AA 141* 49543 GENERAL USE RE 49F 241 “43551 GEN. Use REGOF252 
RUBBER COVERED TELEPONE CORD PRESSURIZE  COURLING. RECEPTACLE: 
DOUSLE UNSHIELDED CORD WITH INTEGRAL PRESSURIZED-COUPLING- ORV SEAL TSOLDERLESS 50 OHM, WEATHERPROOF. ATTACHED TO PANEL 
MOLDED PLUG, SAME AS -49064 EXCEPT TYPE FOR 7/8" RIGID LINE. BY MEANS OF LOCKING NUT. INCORPORATES 
LENGTH OF CORD FROM TIP OF PLUG TO HOOK UP WIRE SOLDER TERMINAL. FOR USE 
CROTCH 1S 96" INSTEAD OF 50", WITH -49550 PLUG. 
* (EXCEPT FOR LENGTH) 
3/31/44 4a/1S/44 578/44 
7 JULY 44 ANG s: 44 
49536 GEN. USE RE49F239 7 -49552 GEN. USE RE49F252 
HEADSET EXTENSION COIL: Pay CEN woe RESagh” 242 RIGHT ANGLE FITTING: 
60" TWO CONOUCTOR CAGLE WITH JK-26 JACK & ; 50 OHMS, WEATHER PROOF. FOR USE BETWEEN 
ON ONE END, AND 2 PIN TERMINALS ON OTHER MEUL Hes aorae etncia GReoTOree cee -43550 PLUG AND -49551 RECEPTACLE. FOR 
END. SANE AS -49534 EXCEPT FUR PIN TER- VIBE RBCER 2GNKEC TORS. SKUE TAS. BOLLE TU REPLACEMENT USE TYPE -49891 RIGHT ANGLE 
MEMALS ENSTEAD OF PLUG. : ‘ FITTING» 
asisas 5/8/44 
aft7] aa 
JULY 44 ae MAY 45- 
cw- 495357 vF 49545 GEN RADIO USE RE 9421 -49553 GEN. USE RES9F255 
TEST RECEIVER: SPEAKER AMPLIFIER UNIT CONNECTOR: 
INCLUDES HEADSAND, NAVY TYPE CW-49538 SUPPLY N18 GOR 11s / U7 eo'ctNCLUDES FOR CONNECTING RG-18/U CABLE TO A 7v8" 
HEADPHONE AND LEADS. EQUIPPED WITH SOCK- INTEGRAU AMPLTPLERCE “PONER UNIT EREG 70 OHM AIR LINE, MADE OF BRASS. 
EI CONNECTORS AND TEST RUCK MELH RANGE: 100 TO $000 CPS. KAS 5 POSITION 
SUPUCH FOR’ SHORT: CIRCULTLNG °50,;000: 08M SELECTOR SWITCH. 600 OHM INPUT IMPEDANCE. 
RESISTANCE IN SERIES WITH RECESVER. SGC ET OUTRUT. AFORT INTERIOR USE IN SzES 
ROT BLAST PROOF OR WATERPROOF. 
404144 CCW)678 D-173231 4/20/44 STI6I44 
JULY 44 SULTS AUG. 44 
cw- 49539 UF cUL 49546 GEN RADIO USE RE 13AG440 CHG: 49554  ANsARQ-10 
HEADENGHE: caunsecakee VACUUM TUSE SOCKET COCTAL) 
MOISTURE PROOF, HIGH RESISTANCE RECEIVER PM SPEAKER, INPUT IMPEDANCE 600/1200/ rae et Lan ob Re 
(4000 OHMS). 1800/2400 OR $000 OHMS AT 1900 CPS. RE- ces & s : 


SPONSE 200 TO 3500 CPS. WATERPROOF AND FOR BOL ON MICs 


BLASTPROOF FOR EXTERIOR USE. 


NXar-55603 ¥CDUIDD-3216-A-1 CRB:SO-tO00-z2 ISS B 
B/18444 9919; 9922 CEISNCP-36-1C-42 
asar 5 ; 
oe 09 wage HAY 45 9 9905 (ssvec * 
ASSIGNED: July 
ISSUED - 
ome | uneanrs | SavnAPTAENA pare | MBWAGTHANE? | aT Sc a ec 


RESTRICTED NAVSHIPS 900,109 


Class 49-——Head Telephones and Associated Apparatus 


HABURGH _[rasr asiowsn cox | GAPGRIMS | SINGS, [rest asioweo rox | GWAPLRHAMG, | [GARIN [rast asioneo rox | AMANO | 
caoy- 49562 YF. SG-3 
Cya- 49555 084 TUBE CLANP: cRY¥- 49570 as-s 


DIKEPTAL SOCKET: 

t4 CONTACTS, PLUG IN, CIRCULAR TYPE. 
MOLOED PHENOLIC. DOES NOT INCLUDE CLAMP 
RING. SANE AS -49438 EXCEPT FOR S!Z2E. 


ACHS:VI2-228,REV O, CFTS27883-38 


ML REV B 
S/19/44  214-FPC ASEE ABOVE 
AUG. 44 

CYA- 49556 OBA 


BDIHEPTAL SOCKET; 


14 CONTACTS, CIRCULAR TYPE. MOLDED 


BLACK PHENOLIC. INCLUDES CLAMPING. SAME 
AS -49439 EXCEPT FOR SIZE. 

RCHS 312-228, REY O CFT2NL27888-38 

REV 8 

b/t9/4a 2t4-FPC ASEE ABOVE 
AUG. 44 

cuc- 49557 08m 

SOCKET. OCTAL: 

EIGHT CONTACT, PLUG IN. CIRCULAR. MOLDED 


BLACK PHENOLIC SOCKET. 
TACTS FOR GROUNDING. 


SADOLE HAS 4 CON- 


SCDLIA-15B-1462 
5/19/44 9977, 
Fee. 45 


9950 CHS 3V12-227 


REY Oo * 


cuG- 49557-a TS-28/UPN 

SOCKET OCTAL 

8 CONTACT PLUC IN CIRCULAR SADDLE HAS 4 
CONTACTS FOR GROUNDING. SAME AS -49557 
EXCEPT HAS MICA PHENOLIC BODY. 


RCGGS9BIOS619 ISS 0 


12/12/44 9977, 9950, COLSA-158-1142 
MAY 45 9 9697FY *SEE ABOVE 
cut- 49558 wmae-i 


VACUUM TUBE SOCKET? 


FOR ACORN TUBES. 5 CONTACTS. CERAMIC 


RING, SILVER CONTACTS. 
5/23/44 UHS-900X CKVSA-65236 
FEB. 46 REV 1 

cct- 49559 ovav-2 


HEADSET ASSEMBLY: 

CONSIST OF A NAVY TYPE -49215 HEADPHONES, 
A TELEPHONE CORD FOR CNTERCONNECTING 
THEM AND A PLUG. SIMILAR TG -49214 EX: 
CEPT FOR LENGTH OF CORD AND TYPE OF PLUG. 


5/24/44 164-P-26502 164-P-501 

DEC. 44 ISSUE B 
-49560 GEN. USE RE49A268 

JACKS 

FOUR SPRING. TWO CIRCUIT. SAME AS 


-49021-A EXCEPT HAS THREADED MIG BUSHING 
378 X 32 THREAD 35/78" LONG ON FRAME. 


529744 
AUG. 44 


cw- 49561 GEN. USE 

MICROPHONE CORD: 

CONSISTS OF A JK48 JACK 2 CONDUCTOR CORD. 
PUSH TO TALK SWITCH 3 CONOUCTOR CORD 

AND PL-68 PLUG (3 CIRCUIT) ASSEMBLED IN 


BERYLLIUM COPPER SPRING WITH LOCKING. 
KAS STRIP FOR CLAMPING TO CHASSIS ANO 
LOCATING PIN. 


713144 CRP-L88-S122 
SEPT. 46 SUB A 

cuc- 49563 ovas-3 

PLUG: 

PLUG - 8 CONTACTS. CONTACT RATING S AMPS. 


743644 P-308CCT CFE-65.162 
SEPT. 46 ALT E 
CJC- 49564 Das-3 
SOCKET: 
8 CONTACTS. CONTACT RATING 45 


VOLTS AT S AMPS. METAL PARTS TO WITH- 
STAND 200 HOUR SALT SPRAY TEST. 


PIS las S308CCT CFE-65.961 ALTE 
DEC. 44 CHZ:PLIOSIREY O 
cJC- 49565 odas-3 

PLUG: 


-8 CONTACTS ~ PHENOLIC CASE. CONTACT 
RATING 45 VOLTS S AMPS. TO WITHSTAND 
ZOO HOUR SALT SPRAY TEST. 


SCHZSRC-1087 REY O 


743/44 P30BAB CFE-65.163 AL 
BDEC.. 46 CME:A3IO 86 
CuC- 49566 Das-3 

RECEPTACLE? 

SOCKET - 8 CONTACTS - PHENOLIC CASE. 


CONTACT RATING 5 ANPS. 


7/3044 S30BAB CFE-65.160 ALT B 
DEC.. 46 

ceu- 49567 DaAS-3 

PLUG: 

COAXtAL, FOR USE WITH NAVY TYPE -49568 
TH6f44 93M CFE-65.156 
SEPT. 44 ALT O 

cPH- 49568 odas-3 

RECEPTACLE: 

COAXIAL FOR USE WITH NAVY TYPE -49567 
T6644 93C CFE-65.155 
SEPT. 44 ALT oO 

cRA- 49569 oas-3 

JACKS 


SUNGLE CLOSED CIRCUIT, MIDGET TYPE. 


Te 


CRYSTAL SOCKET: 
3 CADMIUM PLATED PHOSPHOR BRONZE CON- 
TRACTS iM MYCALEX BASE. ‘ 


TIOF44 
SEPT. 


ML-8550 
44 MOD 


CFE-65.422 
ISSUE A 


cNG- 49571 st 

VACUUR TUBE SOCKET 

MINFATURE? 

7 PRONG SOCKET, SILVER PLATED CONTACTS, 
CERAMIC CADMIUM PLATED TUBE SHIELD BASE, 
BAYONET PIN TYPE. USEO WITH MINIATURE 
SIZED VACUUM TUBES ~49571-A MAY BE USED 


BEWISA-FOTT2-3 ISS. 7 CHLSGAI9S (SS QO 

10/7/44 CHG-9834W1 CFEINCP36-23- 

MAY 45 $62 REY 8B t& 
cus- 49571 


AS A REPLACEMENT FOR THIS SOCKET. SAME 
AS -49571-A EXCEPT CERANIC 1S OF 2-PIECE 
CONSTRUCTION. 


4G49O57T-A TBX-B 

aCUUM TUBE SOCKET 

iNDATURE: 7 PRONG SOCKET, SILVER PLATED 
INTACTS, CERAMIC BASE IN ACCORDANCE 
ITH REL3SA317. BAYONET PIN SHELL TYPE. 
AME AS BASIC HUMBER EXCEPT CERAMIC 1S 
F ONE PIECE CONSTRUCTION. 


Of7/44 
2B. 46 


CGQ:8-SO-10C0! 
9315 


cue- 49572 
SOCKET: 
6 CONTACTS POLARIZED, SILVER-PLATED 
PHOSPHOR BRONZE “KNIFE SwiTCH™ CONTACTS 


X-LAF-1 


RATED 45 VOLTS, 5 AMPS. INCLUDES ANGLE 
BRACKETS. 

7/8/44 = §-306-AB CRS2S0-100.4-3 
SEPT. 44 tSSUE B 

Cuc- 49573 x-LAF-1 

PLUG: 


6 CONTACTS POLARIZED SILVER-PLATED 
PHOSPHOR BRONZE ®KNIFE SWITCH” CONTACTS 


RATED 45 VOLTS, 5 AMPS. CORD CONNECTOR 
Top, TYPE. 

748/44 = P-306-CCT CRB:PL-1006-3 
SEPT. 44 ISSuE 8 

csc- 49573 -a LaF 

PLUG: 


© CONTACTS POLARIZED, SILVER-PLATED 
PHOSPHOR-BRONZE "KNIFE SHITCH” CONTACT 


RATED AY 45 VOLTS, 5 AMPS. CORD CONNEC- 
TOR TOP TYPE. SAME AS -49573 EXCEPT HAS 
LATCHES. 

T/17/88  -P-SO06-CCT-L 

SEPT. 44 

CGN 49574 


BATTERY CABLE 
CONSISTS OF 3 FEET OF TYPE -49048 SEVER 
CONDUCTORS CABLE WITH A TYPE -49042 


PLUGS ON EACH END. SIMILAR TO TYPE -49046 
THAT ORDER. ENTIRE ASSEMBLY 4S WEATHER- EXCEPT FOR INTERNAL CONNECTIONS. 
PROOF. APPROX 5& FT. LONG. 

715144 $T-975 CFE -65.103 
evis4as B0-154901 SbRTS ak nian rerag 
RAY 45 Rev oO ASSIGNED assignio | NOV. 44 
ISSUED issued 

care | MAWNARSHBER'S | SRAWATUAA care | AYACTHRRS T SONOS RU [pate ARH RWHASTUNR | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-~31 


Bou | nast ASSIGNED FOR | GRAMEEN [ ie EEL NG FIRST ASSIGNED FOR | on ERG, | veneh ion FIRST ASSIGNED FOR | WALTER 
-49575 «SEE BELOW RESE58 COM- 49582 QBE-4,Q8E-5 cze- 49587 RcH 7097 
SPEAKER AMPLIFIERS LOUDSPEAKER? LOUDSPEAKER 


INPUT 11571760 NOT LESS THAN 6 MILAWATTS 
OR MORE THAN 200 MILIWATTS. INPUT IM- 
PEDANCE 600 OHMS. OUTPUT 2 WATTS OVER 
300 TO 5000 CPS. 30db AT FULL GAIN AND 
FULL POWER OUTPUT. 

FOR USE WITH ROZ CANCELLED 

741th 

SEPT. 44 


cw- 49576 GEN. USE 
MICROPHONE-HEADSET CORD? 

CONSISTS OF A WATERPROOF PUSH TO TALK 
SWITCH IN WHICH 1S TERMINATED A 5 CON- 
DUCTOR AND 4 CONDUCTOR CABLE. THE 4 CORD 
CABLE iS TERMINATED BY MEANS OF A Y INTO 
ARHY JK-26 AND JK-48 JACKS. THE 5 COND 
CORD 1S TERMINATED BY MEANS OF A Y UhTO 
TINS 444 

SEPT. 44 


e 

cw-49576 
ARMY PL-68 ANDO PL-55 4NAVY TYPE ~-49109) 
PLUGS. FOR USE WITH CW-51071 MICROPHONE 
ASSEMBLY AND Ci-49507 HEADSET ASSEMBLY. 
QYERALL LENGTH APPROX. S FT, 


49577 GEN. RADIO USE RE49F274A 
ADAPTER? 
USED TO ADAPT AN RG-35/U CABLE TO A 7/8" 
70 OHM, RIGID, PRESSURIZED, LON VOLTAGE 
TRANSMISSION LINE. 


TINO 4E 
SEPT. 44 


-49578 GEN. USE 
JACK: 
FOUR SPRING, 3 CIRCUIT. SAME PHYSICAL 
DIMENSIONS AS +49560 EXCEPT HOLE IN 
BUSHING iS 3/16" DIAM, 


RE 49A 282 


7420744 
FEB. 46 


cakz- 49579 GEN. USE 

JACK: 

KF, 50 OHMS IMPEDANCE, WEATHERPROOF. FOR 
USE WITH TYPE -49550 PLUG OR -49552 
RIGHT ANGLE FITTING. FITS RG-17/417U OR 
RG-i8/U CABLE. 


TFZ2 fas 
SEPT. 44 


cakZ- 49580 GEN. USE 

YACK? 

RF, 50 OHMS IMPEDANCE, WEATHERPROOF. FOR 
USE WITH TYPE -49550 JACK OR -49552 RIGIT 
ANGLE FITTING. FIES RG-17/U OR RG-18/U 
CABLE. SAME AS -49579 EXCEPT HAS 2" 
SQUARE MOUNTING PLATE. 


T2264 
SEPT. 44 


cBM- 495814 QBE-4,QBE-5 

SINGLE JACK ASSEMBLY: 

USES -49055 PLUG. SAME AS -49056 EXCEPT 
HAS 1/2" PIPE TAP INSTEAD OF ¥ 1728 
PIPE TAP wiTH AF 3/2" TO 3/4" REDUCING 
BUSHING. 


TI2TIAS = S6AF BE4F 


SEPT. 44 ALT © ASSIGNED 
IssuzD 


CONTAINS LOUD SPEAKER UNIT MOUNTED IN A 
METAL BOX. OPERATES FROM A 6 OHM LINE. 
VuPGT EMPEDANCE 1S 6 OHMS. FRE@. RESPONSE 
1S APPROXIMATELY UNIFORM FROM 300 TO 30CC 
CPS. #NCLUDES WOLUrc CONTROL AND 600 

OHMS AUDIO OUTPUT TRANSFORMER. SAME AS 


7W27744 «= 726L SK-5586 
SEPT. 44 ALT 0 
com- 49592 


49217-A EXCEPT FOR ADDITION OF OUTPUT 
TRANSFORMER. 


CZY- 49583 SEE BELOW REOSIG6A 
LOUDSPEAKER ASSEMBLY: 

CONSISTS OF A UTAH TYPE 8P 8” PM SPEAK- 
ER, UTAH TYPE 874 MATCHING TRANSFORMER 
IN A METAL CABINET. FREQUENCY RANGE 
150-5000 CPS, 8 WATTS OUTPUT. 6 OHMS 
VOICE COIL IMPEOANCE. TRANSFORMER PRI- 
CEH. RADIO USE NX9r~62508 

8/i/44 81-083 MOD. 

SEPT. 44 


czy- 49533 
MARY 2000 OHNS TAPPED AT 1.500. 3000, 
$00: SECONDARY 6 OHMS. 


CJA> 49584 AN/ARQ-10 

SOCKET. CRYSTAL HOLDER 

FOR TwO 0,323 INCH D4AMETER PINS. CON~ 
TACTS SPACED 1/2 INCH, FOR TYPE CR-I 
CRYSTAL HOLOER+ CERAMIC BASE. 


845744 COJAI3S3202 CCFTINCPIN9-18- 
NOV. 44 ISSUE 6 


CRY¥- 49585 X-WCeA-a 

TALKBACK SPEAKER UNIT 

CONSISTS OF A SPEAKER, PRESS-TO-TALK 
SWITCH. PHONE JACK. AND A VOLUME CON- 
TROL WITH A 12 08 RANGE. JACK PROVIDED 
FOR HEADPHONE CONNECTIONS, AS AN ALTERN- 
ATIVE TO LOUDSPEAKER, FOR LISTENING ONLY. 
PERMITS RECEPTION OF TYPE -51075 HY- 
8/5/44 

NOV. 44 


crv- 49585 
QROPHONE SIGNAL AND FORWARO TOPEDO 
ROOM GPERATOR'S VOICE AND PERMITS TRANS = 
MISSION OF CONNING TOWER VOICE TO FIR 
OPERATOR, 


caF- 49586 Jt 

HEAOSCT ASSEMBLY 

CONSISTS OF 3 PERMOFLUX PO-3 RECEIVERS, 
ONE USED AS A MICROPHONE SUPPORTED BY A 
BRACKET SUSPENODEO FROM THE HEADBAND, THO 
EAR PADS, AND A SEPARATE CORD AND PLUG 
USED FOR THE MICROPHONE. 


8/5744 
HOV. 44 


ASSIGNED 
ISSUED 


CONSISTS OF 12" PERMANENT MAGNET SPEAKER 
RATED 10 WATTS. MAGNOVOX TYPE C-7092. 
MATCHING TRANSFORMER HAS 500 OHMS PRi- 
MARY CENTERTAPPED FOR BALANCE OR UNSAL- 
ANCED INPUT. CONE TREATED FOR USE UNDER 
CONOIT?IONS OF HIGH HUMIDITY. MOUNLED IN 
819444 (CZ037097 

NOV. 44 


czt- 49587 
METAL CABINET 14 1/4" X 14 1/4" K 8 474" 
DEEP, HAS 2 BRACKETS, WALL OR BULKHEAD 
MOUNTING. FREQ. RANGE: 106 TO $000 
CYCLes, 


cTe- 49588 see BELOW 

MiCROPHONE C@RD 

CONSISTS OF A JK-48 JACK, 2 CONDUCTOR 
CORD, PUSH TO-TALK SWITCH, 3 CONDUCTOR 
CORD AND PL-68 PLUG. ENTIRE ASSEMBLY 1S 
WEATHERPROOF. 

WGENERAL USE NCsr-71268 


S/1T44 14026 
NOV. 44 


CuC- 49599 LORAN SYNCHRONIZER 
SOCKET 

SENGLE CIRCUIT, SINGLE CONTACT. FITS 
CIC-494598 PLUG. SIMILAR TO CUC-49459 
EXCEPT FOR 11/16" MOUNTING CENTER UN- 
STEAD OF 13/16" AS ON -49459. 


B/IS/44 S-101-174 
NOV. 44 


crv- 49590 st 

TALKBACK SPEAKER UNIT 

CONSISTS OF A SPEAKER, PRESS-TO-TALK 
SWETCH, PHONE JACK AND A VOLUME CONTROL 
WITH A 12 db RANGE. JACK PROVIDES FOR 
HEADPHONE CONNECTIONS, AS AN ALTERWATIVE 
TO LOUDSPEAKER FOR LISTERING ORLY. 
PERMITS RECEPTION Ur -51075 HYURUPHONE 
9/5044 

NOV. 44 


erv- 49590 
ASSEMBLY SIGNAL AND FTR OPERATOR'S VOICE 
AND PERMITS TRANS“ISSTON OF CONKING 
TOWER VOICE TO FIR OPERATOR. SIMILAR TO 
749585 BUT WOT INTERCHANGEABLE, 


csR- 49594 

RECEPTACLE 

SPECIAL 5 PGLE, POLARIZED, GROUNDED RE- 
CEPTACLE WiTd MOULOSO BAKELITE BODY AND 
SILVER PLATED CONTACTS TO BE USED WITH 
CSR-49592 PLUG. 


8/17/44 (CSRIF-9957 CCSRIF+3957 
NOV. 44 ALT 0 


csk- 49532 

PLUG 

SPECIAL, 5 POLE, POLARIZED GROUNDED PLUG 
WITH MOULDED BAKELITE INTERIOR STEEL 
HOUSING, AND SILV ~PLATED CONTACTS. TO 
BE USED WiTH CSR-49591 RECEPTACLE. 


8417/44 (CSRIF-9958 (CSRIF-9958 
NOV. 44 ALT O 


[ 


ort | “RARER? | __ aOR 


pare | RMAGTHANS | ANIA | 


DATE Maraciinie’s | AANHACRINER | 


RESTRICTED 


NAVSHIPS 900,109 


3.49-32 


Class 49—Head Telephones and Associated Apparatus 


PLATED CONTACTS. TO BE USED WITH 
CSR-49594 PLUG. 


8/17/46 (CCSRIF-9038 CCSRIF-9038 
NOV. 44 ALT 1 


csr- 49594 

PLUG 

SPECEAL 2 POLE, POLARIZED, NON-GROUNDED 
PLUG WITH MOULDED BAKELITE INTERIOR, 
STEEL HOUSING, AND SILVER PLATED CON- 


TACTS. TO BE USED WITH CSR-4959353 RECEPT- 


ACLE. 
8/17/64 (CSRIF-6771 (CSRIF-6771 
NOV. 44 ALT 1 


49595 GENERAL USE RE49FZ76A 
COUPLING UNIT 
CONNECTOR FOR COUPLING RG-18/U CABLE TO 
DUPLEXING UNIT OF RADAR EQUIPHENT MARK 
4. 50 OHMS, HIGH VOLTAGE, WEATHER PROOF. 


B/7144 
NOV. 44 


CHA- 49596 AN/ART-2 

JACK 

SINGLE CIRCUIT NORMALLY CLOSED. NiDGET 
TYPE. 


B/21f44 An? B-113EtS 
MAY 45 REV 4 


ccl- 49597 Nxsr- 

LOUDSPEAKER PANEL 

CONSISTS OF A 7" X 19" STEEL PANEL. FOR 
RACK MOUNTING, ON WHICH 1S MOUNTED A 6” 
PERMANENT MAGNET SPEAKERs INCLUDES IM- 
PEDANCE MATCHING TRANSFORMER TO MATCH 
500 OHM VOICE COIL TO 600 OM LIME. 


8/22/44 100-2P 100+2P-§01 
NOV. 44 
c¥- 49598 WXsr-69190 


TUBE TESTER ADAPTER SET 

CONSISTS OF A WOODEN BOX HOUSING ONE 
EACH OF THE FOLLOWING: -494IT, -49412. 
749413, AND -49415, SIMILAR TO -49416 
EXCEPT ONE OF THE ADAPTERS. -49414, HAS 
BEEN OMITTED. 


822444 
MOV. 44 


cw- 49599 st 

PLUG 

COAXIAL, FOR USE WITH CW TYPE 0-166367 
JACK, TO TERMINATE RG-29/U OR RG-557U 
COAXiAL CABLE WITH NOMINAL IMPEDANCE OF 
$1.0 OHMS. PLUG END EQUIPPED WITH 
KMURLED, INTERNALLY THREADED SLEEVE. 


8/23/44 0-166366 BA-109686 
NOY. 44 ass. 3 


cw- 49600 = sT 
WAVE GUIDE PROBE 

COAXIAL, HAS 1/2+27 THREADED PORTION aT 
ONE END TO MATCH INTO WAVE GUIDE. OTHER 
END HAS 5/8-24 THREAD FOR COUPLING TO A 
50 OHM MATCHED IMPEDANCE PLUG. CONSISTS 
OF MODIFIED TYPE"N"CONNECTOR AT WAVEGUIDE 
END AND TYPE "N™ JACK AT OTHER END. 
8/23/44) D-169745 EStL-664515 

NOV. 44 iss. ft 


ASSIGNED 
issutD 


Tt/1/44 0 D- 166357 
NOV. 44 


cw- 49602 st 

JACK ASSEMBLY 

COKHAL. CONSISTS OF TWO MAJOR PARTS - 
BOOY TO TERMINATE AN RG-SS/U COAXIAL 
CABLE AND OUTER SLEEVE TO SERVE AS TER- 
MINAL FOR IN25 CRYSTAL. METAL PARTS OF 
8B0-°17471, ISS. 6 B0-17472, ISS 4 
BO-174735-1. ISS. 5& 
8/23/44 BO-17475-1 
MOV. 44 


RSEE ABOVE 


: cw-49602 
GOLD PLATED BRASS, EXCEPT FOR BERYLLIUN 
COPPER CONTACTS. 


CPH- 49603 AN/ART-2 
VACUUM TUBE SOCKET, 
RECEIVING TYPE: MOLDED HIGH DIELECTRIC 
BAKELITE 11 PIN STEEL KOUNTING PLATE, 
11/2" MOUNTING CENTERS, 1 1/8" HOLE 
REQUIRED TO MOUNT. 


RE 49AAST2Z 


8723744 MIP Ut 
MOV. 44 


cPH- 49604 AN/ART-2 

PLUG, SWIVEL 

SIZE 22 AN CONNECTOR WITH SOCKET INSERTS 
(FEMALE CONTACTS), 2 NO. 12 CONTACTS, 4 
NO. 16 CONTACTS, 1/8 IN. SPACING; INSU- 
LATION; HIGH DIELECTRIC BLACK BAKELITE; 
ALUMEMUN HOUSING. NORMAL SIZE CONDUIT 
344" DIAMETER. FOR REPLACEMENT USE 
8/24/44 AN-3108-22-5S 

NOV. 44 


crn- 49604 
AN-3108-22-SS, 


CANCELLED 


cPH- 49605 AN/ART-2 

RECEPTACLE 

SIZE 22 AN CONNECTOR WITH PIN FENSERTS 
(MALE PRONGS). 2 NO. 2 PINS, 4-NO. 16 
PINS, 378" SPACING; INSULATION; HIGH Dé- 
ELECTRIC BLACK BAKELITE; ALUMINUM HOUS- 
ING. FOR REPLACEMENT USE AN-3102-22-5P. 
CANCELLED 

8424/44 AN-3102-22-5P 

MOV. 44 


cPH- 49606 st 

PLUG 

9 PRONG, LOW LOSS MICA FILLED PHENOLIC. 
SILVER PLATED CONTACTS. TO FéT OCTAL 
TYPE SOCKET. 


8/26/44 CPOTN COWDBA-10716- 


NOV. 44 SS. 9 ASSIGHED 
JssuED 


[RARE [esr assicneo von | HAMAR, | SHAT [ease assioneo rox | HAMLGRM, _| STG [esr assionen vor | oMAMEGRARHGN | 
csr- 4959 
lance cw- 49601 AN/TPS-1B cos 496907 GENERAL USE 
SPECIAL, 2 POLE RECEPTACLE WITH SILVER JACK HANDSET CORD 


6 CONDUCTOR. UNSHIELOED. 4 FT. LONG. 


CANCELLED FOR REPLACEMENT USE -49118 


VO/12/44 
ROV. 44 


cpH- 49608 sT 

VACUUM TUBE SOCKET 

9 PROWS, MICA FILLED PHENOLIC, GROOVED 

BODY TO ACCOMDDATE RETAINER RING. CIR- 

CULAR, PLUG IN TYPE. SIMILAR TO -493518 
EXCEPT iT HAS 9 PRONGS. 


9/9744 S9OTM ESA-613021-17 
NOV, 44 ISSUE 25 


cus- 49609 TS-34sAP 

VACUUM TUBE SOCKET 

7 PRONG, MICA-FILLED PHENOLIC, WAX- 
IMPREGNATED MINIATURE SOCKET, PHENOLIC 
1S OF TWO PIECE CONSTRUCTION. 


9/11/44 9801 WI (CWIBA-10TF2-2 
NOV. 44 ISSUE 7 


crv 49610 TBK 

VACUUM TUBE SOCKET 

SEVEN CONTACT, SQUARE WAFER TYPE, 
CERAMIC BASE. 


CANCEL FOR REPLACEMENT USE -49384,. 


9/11/44 237 CRViM-418317-8 
FEB. 45 Sus 3 


CalL- 49611 TaK 

PLUG 

12 TERMINALS, FOR USE WITH NAVY TYPE 
749612 RECEPTACLE. STEATITE INSULATION; 
MOUNTING BRACKET 1S STEEL, CADMIUM 
PLATEO, 


9/11/44 29647 CRYIP-172391-2 
FEB. 45 sue 4 


cAL- 49612 TBK 

RECEPTACLE 

12 TERMINALS, FOR USE WITH NAVY TYPE 
°49611 PLUG, STEATETE INSULATION; MOUNT- 
ING BRACKET iS STEEL, CADMIUM PLATED. 


9/11/44 29667 CRYIP-172391-3 
FEB. 45 SUB. 1 


cPH- 49613 TS-34/AP 

RECEPTACLE 

2 CONTACT SOCKET INSERT, THREADED METAL 
SHELL, ARRANGED FOR PANEL MOUNTING BY 
MEANS OF A COUPLING RING AND A KNURLED 
LOCKING UNIT. SIMILAR TO -49161 EXCEPT 
(T HAS 2 CONTACTS. TO BE USED WITH 
-49614 PLUGS, 

9stis44 PCF (CWBA-1025T-4 
NOV. 44 ISSUE 1 


cPH- 49614 TS-34/AP 

PLUG 

2 PRONG INSERT. KNURLEOD CONNECTOR RING 
AT ONE END ANO OTHER ENO USED TO TER- 
MENATE A TWO CONDUCTOR CABLE. SIMILAR TO 
-49360 EXCEPT IT HAS TWO CONTACTS. T0 

BE USED wiTH -49615 SOCKET. 


94/11/44 HC2M CCHIBA-10237-2 
NOV. 44 ISSUE 1 
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caQn- 49615 st 

VACUUM TUBE SOCKET 

4 PRONG, SILVER-PLATED CONTACTS, PHENOLIC 
HAS TWO HOLE MOUNTING SADOLE. 


®ES0-675399 ISSUE 7 KS-10067 ISSUE 6 


S/I1/44 3 9-P-Y-A-X ASEE ABOVE 
NOV. 44 


CRV- 49616 GENERAL USE 

TUBE CLAMP 

CONSISTS OF A POST 172" X 3/4" WITHA 
FOUR QUADRANT STOP HELD ON TO A CHASSIS 
BY MEANS OF A BOLT ANO NUT. 


9/16/44 KX+395142 
WOV. 44 SuBe 1 


CHK: 49617 NXsr-69189 RES3A95S5 

TUBE TEST ADAPTER 

USED FOR ADAPTING OZ SERIES EQUIPMENT 

SO 446 OR 446A ULHeF. TRIODE TUBES CAN 

BE TESTED. CONSISTS OF STEEL SHELL MOUNT- 
ING, OCTAL PLUG IN THE BOTTOM AND OCTAL 
SOCKET IN THE TOP wWiTH A SPECIAL CONTACT 
CAP CONNECTED TO IT BY A WIRE. 

9716/44 901-001 CHx:901-00T 
NOV. 44 ALT. A 


CN- 49617-A GEN. USE 

TUZE TEST ADAPTER? 

USED FOR ADAPTING OZ SERIES EQUIPMEN 

SO 446, 4554. 4658 AND 2040 TRIODE TUBES 
CAN BE TESTED. SAME AS -49617 EXCEPT 

HAS PHENOLIC INSTEAD OF STEEL 8ASE AND 
SLEEVE AND MINOR INTERNAL CHANGES, 


6/31/45 
JUN, 45 


csR- 495618 GENERAL USE 

RECEPTACLE 

& CONTACT POLARIZED RECEPTACLE MOUNTED 
iN HATER-TIGHT BRASS BOX. CONTACTS RATED 
6 AMPS, 250 VOLTS ac. 


9/20/44 3375 F-40072 
DEC. 44 ALT. 1 


cSR- 49619 GENERAL USE 

PLUG 

5 CONTACT POLARIZED PLUS FOR USE WITH 
-49618, CONTACTS RATED.5 AMPS, 250 VOLTS 
ALC. 


9/20/44 3878 F-10735 
DEC. 44 ALT 1 


cHx- 49620 NXsr-38486 RE 135A 1035A 
SPEAKER-AMPLIFIER UNIT: 

INCLUDES AN INTEGRAL AMPLIFIER AND A 
POWER UNIT FOR 115/1/60 OR 135 VOLT DC 
SUPPLY. SAME AS TYPE -49131-C EXCEPT &T 
USES 8" SPEAKER OMITS AC/DC SWITCH, 
VOLUME CONTROLS 1S CHANGED FROM SECOND- 
ARY TO PRIMARY OF INPUT TRANSFORMER AND 


9/21/44 160461 (CHX 99604 
NOV. 44 160462 sus. 1 
cnx- 49620 


VALUE JS NOW A DUAL 300 OHM CONTROL NOT 
BLASI-PROOF, BUT HAS A BLAST-PROOF 
SHIELD PROTECTING SPECIALLY TREATED 
PAPER CONE 


ASSIGNED: 
(sSuED 


COF- 49624 JP-1,JP-2,5P+3 

HEADSET ASSEMBLY 

CONSISTS OF 2 NAVY TYPE -49456 HEAD- 
PHONES WITH A PERMOFLUX TYPE Pira-6 HEAD- 
BAND WITH § FOOT CORD, CORD TIP CONNEC- 
TORS AT GHE END AND PLS5 PLUG (-49109) 
AT OTHER END, AND 2 PERMOFLUX TYPE #1505 
(NAF 48490-1) EAR CUSHIONS. SIMILAR TO 


9/26/44 DHS-17 cem-60450 
WOV. 44 ALT. O 
car- 49621 


H-3/ARR-3 EXCEPT H-3/ARR-3 HAS LEATHER 
AND CANVAS BOOT QN HEADBAND AND USES 
OMFFERENT PLUG. 


CAOE- 49622 SP-IM 

WAVE GUIDE PROBE: 

CONSISTS OF NOOIFIED TYPE "N™ CONNECTOR 
AT WAVE GUIDE END AND TYPE "N" JACK AT 
OTHER END. SIMILAR TO -49600 EXCEPT 1S 
FOR DIFFERENT WAVE GUIDE. 


9430744 (CGIM-7469482 
NOV. 44 REV. 2 


cfT- 49623 FOR GEN. USE 

SOCKET ASSEMBLY 

MFE PHENOLIC GODY WITH 24 CONTACTS. HAS 
5 BRASS INSERTS TAPPED 4-40, PHENOLIC 
1S TROPICALIZED BEFORE ASSEMBLY. 


#CG27473727 REV 3, CNAZHS85, REV 4 
10/3/44 RY-477-20 
JUN, 46 Iss. D0 * 


CUL-439624 GENERAL RADIO 
LOUDSPEAKER TOLIRE 

7" PERMANANT MAGNET TYPE WITH MAICHING 
TRANSFORMER TO MATCH $5 OHM VOICE COIL 
TO 600/1200/2400 OHM LINE AT 10 WATTS. 
BRACKET PROVIDED FOR FLUSH BULKHEAD 
MOUNTINS; FREQUENCY RANGE? 500 TO $000 
CYCLES PER SEConD. 

10/6/44 WK-2 CULs2301 

MAY 45 


CVF- 49625 ACCESSORY FOR LU-1,2.3 
PHONE PLUG ADAPTER 

FOR ADAPTING LU-1, LU-2, OR LU-3 TEST 
EQUIPMENT TO ANY ABA-1. CONSISTS OF A 
BOX CONTAINING A CAPACITOR, A PHONE JACK 
AND A PHONE TIP. SiMILAR TO TYPE -49549 
AND ELECTRICALLY INTERCHANGEABLE, 


10712044 
WOV. 44 


cnU- 49626 ts-120/UP 
SOCKET 
TwO CONTACTS. KALE. COMPOSITION BASE. 


10712444 = 8808 CRB: SO-1076 
NOV. 46 ISSUE O 


CPH- 49627 GENERAL USE RE4SSATBS 
MICROPHONE PLUG 

& CONTAC! CONNECTOR (FEMALE) INCLUDES & 
COUPLING RING, A SPRING CORD PROFECTOR 
AWD A SQUEEZE TYPE GROUNG CLAMP. 


10716744 «BCS 


ROV.44 ASSIGNED 
ISSUED 


CPH- 459628 HARK 33 

PLUG - FEMALE 

WHTH COUPLING RING. HAS 23 CONTACTS OR 
SOCKET INSERTS. 


10417744 97-5105-40-2S CG: K-7102761 
NOV. 44 PART 2 REV. O 


cFL- 49629 MN-5 

LOUDSPEAKER 

PM SPEAKER. INPUT IMPEDANCE ¢S 6 OHMS, 
WEATHERPROOF UNIFORH RESPONSE OVER FRE- 
QUENCY RANGE OF 400 TO 5000 CPS. SIMILAR 
TO TYPE -49175 EXCEPT FOR SUBSITUTION OF 
AN-3106-14S-1P CONNECTOR FOR AMPHENOL 
CONNECTOR, 

10/17/44 1620-38 1620-38 

FEB. 45 


CTE- 49630 ToE 

JACK. 

3 CIRCUIT 2 SPRING. EXTERNAL METAL PARTS 
TO WITHSTAND 200 HR. SALT SPRAY TEST. 
DIAMETER OF OPENING .210 


10/17/44 TC-61 CAY: P-7706766~F2 
NOV. 44 REV. U1 


cra- 49651 oe 

PHONE JACK 

BREAK CONTACT ON TIP SPRING. TO HANDLE 
MAXIMUM OF 3 WATTS AUDIO POWER IN 500 
OHM LINE OVER TEMP, RANGE -35 TO 450°C 
IN HUMIDITIES AS HIGH AS 95%, 


10/18/44 SO2-A CML: 26268 
NOV, 44 ISSUE 0 


cc¥- 49632 ocs 

LOUDSPEAKER 

S" Pm OYNAMIC MONITORING TYPE. AV. POW- 
ER UNDER 1.0 WATT, MAX, POWER 2 WATTS. 
VOICE COIL IMPEDANCE 3.6 OHMS AT 600 CY- 
CLES. TO OPERATE OVER TEMP. RANGE OF 
°35° TO #50°C IN HUMIDSTY UP TO 95%. 


10/18/44 $-MB-1 CML: 25259 
NOV. 44 iss 0 


CIC- 49635 AN/UPH-1,1A,18 
SOCKET ‘ 
> 4 CONTACT, FEMALE; CONTACT RA- 
TING: 45V AT S AMPS. METAL PARTS TO WITH 
STAND 200 HR SALT SPRAY TEST. 


10.26/44 B2-304-CCT CHZ: PL-1082-A 
WAY 45 


CJC- 4963.4 AN/UPK-1,34,18 
PLUG 

+ 4 PRONG, MALE. CONTACT RATENG 
45V 5 AMPS. TO WITHSTAND 200 HOUR SALT 
SPRAY TEST. 


10/26/44 P-304-48 CHZ: RC-1088 
FES. 45 REVO 


CMG- 49635 ANSUPH 1,14,78 

SOCKET VACUUM TUBE OCTAL 

BAYONE] PiW SHELL TYPE 1 27/32 MOUNTING 
CENTERS MOULDED PHENOLIC; TO WITHSTAND 
24 HOUR SALT SPRAY TEST, 


10/27/44 CHG #9702 
NOV. 44 


CHZz SO-1016-8 


L 
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CFO- 45636 AN/UPM,1,1A,1B8 

SOCKET: 

VACUUM TUZE SOCKET, 5 PIN, ACORN, CIR- 
CMLAR, CERAMIC INSULATION, FUNGUS PROOF- 
FEQ. 


10/27/44 #190-260-1 
DEC. 44 


CHZ3SO-1041-A 


cen 495357 osc 

RECEPTACLE, MULTI-CONTACYs 

32 CONTACTS, Al & A2 ARE REMOVABLE, 3 
THROUGH 5G RATED 10 Anes 1/16" CLEAR- 
ANCE. CONTACTS I & 2. At & A2. RATED 40 
AMPS, 3/327 GLEARANCE. INSULATION 1S 


“MOLDED PHENGLIC. 


80/51/44 DP-D352-33 CwsESA~677409-3 
DEC. 44 {SSUE 14 


CEO- 49538 oBc 

PLUG, Mia.Ti-PIN: 

32 CONTACTS, Al & A2 REMOVASLE. CON- 
TACTS 3 THROYIH 30 RATED 10 AMPS. CON- 
TACTS 1 & 2,A! & A2 RATED 40 AMPS. IN- 
SWATING MAIERIAL IS MOLDED PHENOLIC. 


10/31/44 0P-032-34 CW2ESA-677409-15 
DEc. 44 ISSVE 14 


cHU- 49639 TS-t2o/uP- 

SCOKETs: 

TWO CONTACTS, FEHALE, TWIST-LOCK, 
PHENOLIC BODY. 


10/31/44 7103 
DEC. 44 


CRBCC-1097 
ISSUE A 


-4964 st 
JACK: 
COAXTAL TERHINATING JACK, MATCHED IMPED- 
ANCE OF 5®@ OHMS. ONE END HAS A 5/8-24 
THREAD FOR COUPLING TO A COAXIAL PLUG, 
PIN OF WHICH 1S INSERTED INTO CENTER 
CONTACT OF THIS JACK. OTHER END OF JACK 
HAS A PLATE FOR MOUNTING PURPOSES, AND 


visi /4d Cw10-169552 ESL -662646 
Dec. 44 CUF: ISSUE 2 
749540 


A TERMINAL FOR TERMINATING A WIRE. 


caY- 49641 TBL-2 

SOCKET PANEL ASSEMBLY: 

TWO SPECIAL 5 PRONG SOCKETS FOR 803 
TUBES. MOUNTED ON 7 1/27 X 4 3/4" X 
3/16" THICK. INSANOL #193 PANEL. 


11/4/44 CAY:P-7705999/G! 
DEC. 44 REY. 2 


cPpH- 49642 RBA 

RECEPTACLE, FEMALE: 

2 CONTACT, BAKELITE BODY WITH MOUNTING 
PLATE TO FIT ANY HOLE SPACING FROM 
4614/2" TQ 1 7/8". 


11/14/44 61-FI 
DEC. 44 


ASSIGNED 
ISSUED 


(cPH- 49643 RBM 

PLUG, MALE: 

2 CONTACT, BAKELITE BODY, SET IN NICKEL- 
PLATED STEER SHELL | 3/8" DIA., FOR BE- 
LOW SURFACE MOUNTING. 


11/14/44 61-HI0 © ezc37000 
JAN. 45 ISs. 1 


CRA- 49644 ULS-101/GR 

TELEPHONE JACK: 

SINGLE CLOSED CIRCUIT DOUBLE THROW. 
BREAK-MAKE CONTACTS ON TIP SPRING. LONG 
LEAF TYPE. TINNED LUG-TYPE TERMINALS 

AT REAR END AND MOUNTS BY 3/8-32 THREADE! 
BUSHING WITH INTERNAL TOOTH LOCKWASHER, 


11/15/84 103A 
JAN. 45 


CTISSPEC#S-1594-B 
Ju-27AA, REY B 


crV¥- 49645 w#SEE BELOW 
SPEAKER AMPLIFIER UNITS 
SUPPLY: 12 VOLTS DC OR 115/1/50 TO 60. 
POWER {NPUT 6 TO 200 MILLIWATTS. FRE- 
QUENCY RANGE 500 TO 4000 CPS. INPUT IM- 
PEDANCES: 600 OHNS 3000 OHMS AND 5000 


RE 135A SISA 


QHMS + 10%. MEASURED AT 1000 CPS. MINIMUM 


wFOR USE WITH KBH SERIES 


11/18/44 M1-2766 P-172472 
JAN. 45 SUB. 0 
POWER CRV- 49645 


OUTPUT 2 WATTS OVER SPECIFIED FREQUENCY 
RANGE, LOVOSPEAKER IS CasineT - MOUNTED, 
PERMANENT-MAGNET CONE-FYPE, WATERPROOF. 
ALUMINUM, WATERTIGHT HOUSING. 


cJC- 49646 rs-i20/uP 

SOCKET: 

4 CONTACTS, PCLAR{ZED, PHOSPHOR BRONZE 
"KNIFE SWITCH" TYPE SOCKET CONTACTS, 
RATED 45 VOLTS, 5 AMPS AC. INOLUDES 
ANGLE BRACKETS FOR PANEL MOUNTING. 


11/21/44 S-304a8 
JAN. 45 


CR8:SO-1004C 
ISSUE B 


cuc- 49647 7s-120/uUP 

PLUG: 

4 CONTACTS, POLARIZED, RATED 45 VOLTS, 

& AKPS. AC. INCLUDES CASLE CLAMP ON CAP. 


11/21/44 P-304CCT 
JAN. 48 


CRBA.-1057 
ISSUE A 


CIC49647-A TS-12070P 

PLUG 

4 CONTACTS. POLARIZED RATED 45 VOLTS. § 
ANPS AC. ENCLUDES CABLE CLAMP IN CAP AND 
LATCHES. SAME AS -49647 EXCEPT INCLUDES 
LOCKING LATCHES, 


11422744 P-304-CCTL CRBSPL-1037 
DEC. 44 iSS A 


cJc- 49648 1S-120/uP 

PLUG: é 

4 CONTACTS, POLARIZED, RATED 45 VOLTS, 
5 AMPS, AC. HAS PLARED HOLE IN CAP. 


11/21/44 P-304FUT 
JAN. 48 


CRBsPL-1037 
ESSE A 


ASSIGN: 


cuc49648-a TS-120/uUP 

PLUG 

4 CONTACTS, POLARIZED RATED 45 VOLTS § 
AMPS AC.w HAS FLARED HCLE IN CAP AND 
LATCHES. SAME AS -49648 EXCEPT INCLUDES 
LOCKING LATCHES. 


14/22/44 P-304-FHTL CRB-PL-1037 
DEC. 44 tSS A 


CNS- 49649 RAS-5 

SOCKET: 

4 CONTACTS, WAFER TYPE. BAKELITE BODY. 
TWO O.156" DIA MIG. HOLES. 


CANCELLED 


11/22/44 X-18 CNATE-319-166 
MAY 45 REY. O 


CED- 49650 wNK-3,7.8 

PLUG, BATTERY WALL: 

5 CONTACTS. FITS FNTO NAVY TYPE -4965L 
SOCKET. 


11/25/44 F5-32 CBM: 10G0Z-30 
MAY 45 ALT. © 


CED- 49651 NK-3,7.8 
SOCKET, BATTERY: 
5 CONTACTS. FITS WAVY TYPE -45650 PLUG. 


11/23/44 FSCG-55 CBM; 10002-27 
MAY 45 ALT. 0 


ced- 49652 WK-3, 7, 8 

PLUG, TRANSMITTER WALL 

4 CONTACTS. FITS NAVY TYPE -49653 Soc- 
KET. 


11/23/44 F4-32 CBH-10002-2¢ 
Fue. 45 ALT. o@ * 


cEO- 49653 NK-3, 7, 8 
SOCKET, TRANSHETTER 
4 CONTACTS. FITS NAVY TYPE +49852 PLUG. 


11/23/44 F4&CG-$5 CBAs -10002-26 
FEB. 45 ALT. 0 


CEO- 49654 NK-3, 7, 8 
PLUG, RECEEVER WALL 
4 CONTACTS. FITS NAVY TYPE -49655 SOCKET 


$1/23/44 FN4~-32 CBH-10002-28 
FEB. 45 ALT.O 


cep- 49555 HK-3, 7, 8 
SOCKET, RECEIVER 
4 CONTACTS, FITS NAVY TYPE -49654 PLUG. 


Ti?23/44 FN4&CG*55 CBM-10002-25 
FEB. 45 ALT. 0 


pare | MBRHARHARS | SMANHIACTHAEEA, 
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cPH- 49656 NK-3, 7, 8 cuc- 49664 TEs 

- N/TPS- 
ss RECEPTABLE, FEMALE PLUG pate AN/TPS-18 
3 CONATCTS. FOR MOUNTING ON PANEL OR MALE, 10 CONTACTS, ANGLE BRACKETS. é = 
CONSISTS OF 23 GOLD PLATED HOLLOW BRASS 

E CHASSIS UP TO 1/8" THICK. 
-_ PONS 201225 #0, 0.12700. AND 4 GOLD 


PLATED PHOSPHOR-GRONZE COAXIAL SOCKETS 
0.267 (.0. MCLDEO IN PHENOLIC PLASTIC 
BLOCK 3 344" X 2 7432" X BT 1E32" EN- 


ios CLUDING TERMUNALS. FOR USE WITH -49671 
11/23/48 PCSF CRP 261-5066 7/44 P-410°AB CATALOG 
ay a6. aes a 1034 12/5744 ESP-645335 CulsBA-105043 
Q : rs DEC. 44 iss 1 
ow 
f 
: AN/UPM-1,-1A,°B8 - . 
ces 49657 arta, cuc- 49664-a acu cu: 49670 
SOCKET PLUG: 
VACUUM TY3E SOCKET, SEVEN PIN, MBENIATURE 10 CONTACTS POLARIiZEO, CONTACTS RATED IPLUG ASSEMBLY. 
CERAMIC, 7/8" GETHEEN MIG. CENTERS, FUN- 110 VOLTS 10 AMPS. SAME AS -49664 EX- 
’ GUS PROOFED. CEPT HAS ANGLE BRACKETS FOR 1/8" PANEL 
o~ INSTEAD OF 1/16", 
11/24/44 7915 CHZ:S0-1044-A 3/28/45 P-410-Ae-1/8 CRVIM+423086-6 
DEC. 44 ISSUE A APR. 45 REV. 6 
bee cPH- 49658 NK-3, 7, 8 cPH- 49665 NK-3, 7. 8 
* cH- 49671 AN/TPS-1B 
RECEPTACLE, FEMALE PLUG BCU A SSEuBLY : 
4 N OF 4 N PAN h . 
gana eae ee ee Onna coCONTAGTE, MSHICLOED TYPE, MouMTs 1M EOMEWEES"oftts cota PLATED pyoseaon. 
a‘ ; . BRONZE SOCKETS 09010 AND 4 GOLO PLATED 
BRASS COAX{AL SLEEVES WITH .065 PINS 
Pon MOLDED 4N PHENOLIC PLASTIC BLOCK WITH 
C * 
*SEE CPH CATALOG #62, P. 26 * SEE CPH CATALOG 62. P. 23 Tite coe Bete cece eet Ache oeok nee 
* “6 * &, 
aan PC4F SEE ABOVE Ven 71-48 SEE ABOVE i euEaa BALaiSOaS euteaoroesao 
DEC st 7 Dec. 44 tss 1 
cPH- 49659 NK-3, 7, 8 cuc- 49666 TEs 
Lad RECEPTACLE ; PLUG tw-49671 
MALE CONNECTOR WITH COUPLING THREADS. 12 CONTACTS. MALE WITH -49670 RECEPTACLE. 
CAN BE USED WITH NAVY TYPE -49660. 
pan *SEE CPH CATALOG #62, P. 24 
11725/44 PCIM SEE ABOVE 11728744 P-3i2-cCT CATALOG 
DEC. 44 DEC. 44 
oe : Ade 
CPH- 49660 NK-3. 7. 8 cic- 49667  Tée cMA- 49672 GEN. USE 
; PLUG SOCKET TEST JACK 
one FEMALE CONNECTOR WITH COUPLING 10 CONTACTS, FEMALE TEST JACK 
RING. CAN GE USED MWiTH NAVY TYPE -49659. 
SINGLE CONTACT TYPE, 
¥SEE CPH CATALOG./62, P. 24 ®ORTENG27633 REV 2 
iw 11/25/44 CIF *SEE ABOVE byepetea $-440-CCE CATALOG 12/6/44 CRPsU76-S011 CRPLU76-5011 
FEB. 45 MAY 45 SEE ABOVE CEOs cad SUB 0 
iets 4 - £905 
cuc- 49561 Tks cuc- 49568 = Tee -49673 YQ 
PLUG SOCKET : ADAPTER UNIT 
HALE, SIX CONTACTS, ANGLE BRACKETS. 12 CONTACTS, FEHALE CABLE CLAMP IN CAP. CONVERTS FROM WAVEGUIDE TO COAXIAL AN- 
-_ TENNA LINE OF YQ ANTENNA & TO PROVIDE 
BAND PASS FILTERING FOR ATTENUATION OF 
PULSES ON SHIPBOARD RADAR EQUIPMENTS ON 
NEARBY FREQUENCIES. CONSISTS OF WAVE 
GUIDE, TYPE N COUPLING, FILTER DIAPHRAGMS 
11/27/44 P-306-A8 CATALOG 11/28/44 S-312-CCT CATALOG 12/8/44 
iad DEC. 44 pec. 44 DECK Maa 
cuc- 49662 TEs Cus: baAvsed GEN SONAR USE -49873 
PLUG EOUDSPESKER ; UG-65/U COUPLING, GAUGE AND FITTINGS 
MALE. 12 CONTACTS, ANGLE BRACKETS. A 42" Pd TYPE HOUSED IN CASE SUITABLE FOR PRESSURIZING. 
FOR BULKHEAD OR TASLE MOUNTING. INPUT 
(MPEDANCE 600 OHMS AT 1000 CYCLES PER 
-_ SECOND. DIAPHRAGM TREATED FOR MOIST AT- 
MOSPHERE OR SALT SPRAY. DESIGN OF SPEAK- 
ER CONE AND BLAST SHIELD PERMITS (NSTAL- 
11/27/44 P-312-AB CATALOG 1248/44 CuS:N3-30,001 CBM:60429 
DEC Load DEC. 44 CBM;726 P ALT. 0 
ee . 
cuc- 49663 TEB cus- 49669 Cuc- 49674 Ls-101/GR 
RECEPTACLE LATION {N LOCATION SUBJECT TO EFFECTS OF PLUG 
SOCKET - FEMALE, 12 CONTACTS, ANGLE GUHFIRE WETHEN CERTAIN LINETS. SPEAKER 33 CONTACTS, MALE. 
BRACKETS« 1S WEATHER PROOF ANO SU(TASLE FOR OPEN 
BRIDGE MOUNTING. VOLUME CAN BE CONTROLL 
- EO BY A REMOVABLE JUNPER, 
i“ 
11/27/44 $-312-A8 CATALOG : 12/5/44 P-333-AB 
DEC. 44 ASSIGNED assigney) DEC. 44 
issued issuto 
ios [pare | MAURARAERS | _BEASTRAERA DATE MV AETHOR > a BRASHRAT TUNE pare | NAL ANIMATE | 


RESTRICTED NAVSHIPS 900,109 


3.49-36 


Class 49—Head Telephones and Associated Apparatus 


CAA [nase assionn von | QAR. | BENT —_[rasr asioweo rox | oWATLENSAHS, | | SARAIRRA, [rust assteweo cox | MMMGROXH, 
2 Cc- 49691 S0O-7m & SO-7N 

cic- 49675 LS-101/GR caY- 49683 VE VACUUM TUBE SOCKET: 

SOCKET RECEPTACLE (AC OUTLET) 


33 CONTACTS, FEMALE. POLARIZED PHENOLIC 
INSULATION. CONTACTS RATED 45 VOLTS 5 
AMPS, 


12/5/44 S$-333-AB M-427038/P4 
MAY 45 REV 1 

cHU- 49676 AN/UPA-f 

RECEPTACLE 


MALE, THIST LOCK TYPE, MOUNTING RING, 2 
SCREW TYPE CONTACTS. HAS A CIRCULAR 
MIG. PLATE. CONTACTS RATED 10 AMPS 250 
VOLTS, 15 AMPS 125 VOLTS. 


RCMDSXC-2, CHQ26A266 ISS 0 


12/8/44 CHUI7466 COLSA-19A-6154 
KAY 45 ®SEE ABOVE 
cHu- 49677 AN/UPA-t 

SOCKET 


FEMALE, TWIST LOCK TYPE. CONTACTS RATED 
40 AMPS 250V, 15 AMPS 125¥, 


BCWQISA374 ISS O, CGG29A103558 ISS 0 


1278/44 CHuUs7464 COL:A-19A-6154 
MAY 45 ChurPC-3 * 
cats: 49678 AN/UPA-I 

TUBE CLAMP 


SAME AS -49496 EXCEPT FOR 1.281 ¢D. FOR 
USE WITH INTERMEOIATE METAL TUBES, 


12/9/44 CAIS3929-1 COL:8-23A-6213 
DEC. 44 REY. O 
catS-49679 AN/UPA-1 

TUBE CLAMP 

SAME AS-49496 EXCEPT FOR 1 1/4" 1D. FOR 


USE WiTH MEDIUM OCTAL TUBES (GLASS). 


12/39/44 CA(S:926-B COL:8-23A-6210 
DEC. 44 REV, 0 

cats: 49680 TS-28/UPK 

TUSE CLAMP 


SAME AS -49496 EXCEPT FOR I 3/8" UD. 


T2/01744 CAIS2926-C COLIB-235A-62t8 
DEC. 44 REV. O 


cais- 49681 
TUBE CLAMP 
SAME AS -45496 EXCEPT FOR 1 7/32" UD, 


TS-28/UPN 


12711744 CAIS3926-B-10 COL3B-23A-6212 
DEC. 44 REY. 0 


cw- 49682 SO 7H/7N 

VACUUM TUBE SOCKET 

4 CONTACTS SILVER PLATED SPECHAL CERAMIC 
WITH LOCKING ARRANGEMENT FOR 705A TUBE. 
FIXED MOUNTENG PLATE FOR HOUNTING UNDER- 
WEATH CHASSIS. 


FEMALE. 2 CONTACTS. 6 AMPS, 125 VOLTS; 
3 AMPS 250 VOLTS. 


7411847 PI 
REY 2 


12/18/44 
JAN. 45 


cPH- 49684 rey 

PLUG: 

S CONTACTS. MOUNTING FLATE WITH S4OTTED 
HOLES TO FIT RIVETING CENTERS FROM 
11/2" To b 7/8". 


12/18/44 RCP-5 CAYSK-7810133-1 
JAN. 45 REV. 2 


cW¥- 49685 MK 20 MOO 1 

SOCKET VACUUM TUBE: 

4 CONTACTS; SQUARE MOLDED GLASS-BONDED 
HICA BAS2 WITH ROUND CORNERS. EQUIPPED 
WITH LOCATING PIN FOR TUZE BASE, ANO 
FOUR MOUNTING HOLES. USED WITH JANC( 
TOSA VACUUM TUBE. 


12/19/44 ES-693561-1 BA~105124 
JAN. 45 ISs. 1 


cPH- 49686 Ter 
CRYSTAL HOLDER SOCKET 

THO CONTACTS, PLUG-IN TYPE, 
WITH RETAINER RING. CIRCULAR, MOLDED 
CERAMIC BASE. SAME AS NAVY TYPE -49369 
EXCEPT ALL BUT 2 DIAMETRICALLY OPPOSITE 
CONTACTS ARE REMOVED. 


12/20/44 SS-5 MOD CAYSK-7811190-1 
MAY 45 REY. 1 


cHU= 49687 So-12M,12N 

CONNECTOR, MALE: ; 

3 SILVEREO CONTACTS. RATED $0 AMPS AT 
250¥ DC TWIST LOCK. 


1/23/45 
MAY 45 


CHUS7387 CRP:79-S507) 


“SPEC™ 


cRA- 49688 Reo 

JACK, PHONE: 

SInNGlE OPEN CIRCUIT, SHORT TYPE. OPENING 
tS 0,255" OIA. TO RECEIVE A 2-CONDUCTOR 
PLUG 1/4" IN DIA, 


12/21/44 SOt czc:5118, 
JAN. 45 1SS. 2 


caso- 49689 SO-7M & SO-7N 
SOCKETCBAYONET) FOR NEON 

LAMP: BAYONET TYPZ. 2 CONTACT, 
SCREW TYPE. FIXED MOUNTING PLATE. HOLE 
AT EACH END OF MIG PLATE. 


CANCELLED 

12/21/44 Galan CRPLX-1502 
MAY 45: 

ceH- 49690 So-7m & SO-7N 


VACUUM TUBE SOCKET: 

4 CONTACTS, STEATITE WAFER TYPE, 
PHOSPHOR BRONZE, SILVER PLATED. FIXED 
MTG PLATE. 


4 CONTACTS. SPRING BRASS TYPE, SI{LVERED, 
BOOY OF MOUADEO BAKELITE. SOCKET FOR 
RECTIFHER TUBE - WTD 4824. 


CANCELLED 


12/21/44 M-5556072G1 
MAY 45 


casP- 49692 SO-7M & SO-7N 

RECEPTACLE? 

MALS @ FEMALE, PINJACK - MAKE AND BREAK 
CONTACT. INSULATHEON: STYRAMIC HT, INNER 
CONDUCTOR: BERYLLIUM CU,, SILVER PLATCO, 
CASE: BRASS, SILVER PLATED. SCREW TYPE 
MIG. 


V2/2i/4s CRPLOUG-C-5IS1 -2 
MAY 45 REV. 6 


CLE- 49693 Reo 

VACUUM TUBE SOCKET 

ASSEMBLY:  STX CONTACT, LOW TENSION 
TYPE, PHENOLIC BODY. INCLUDES CPH TYPE 
PF-6 SOCKET WITH 1 REGOHM RESISTOR, 
(CIR TYPE BT-1/4) ENCLOSED IN IT AND 

5 LEAOS COMPRISED OF 7 STRANDS OF #30 
TINNED COPPER WIRE WITH AEROSLASS INSU- 


12/21/44 5040 C2ZC;35040 
JAN. 45 iss. 5 
CLE- 49693 


LATION, TWISTED TOGETHER. 


ch- 49694 MK 20 HOD 1 

SOCKET, VACUUM TUBE: 

4 CONTACTS; SQUARE MOLOED BAKELITE BASE 
WITH ROUND CORNERS. EQUIPPED WITH LOCAT- 
ING PIN FOR TUBE BASE, AND FOUR MOUNTING 
HOLES. OSED WITH JAN ¢ ) 705A VACUUM 
TUBE. 


12/22/44 ES-693561-4 BA-lOSi24 
JAN. 45 iss. J 


cc- 49695 sy 

SOCKET, VACUUM TUBE: 

4 CONTACTS WiTH EXTENDED LUGS. 2 MOUNT- 
(ING HOLES, MOLOEO BLACK PHENOLIC CEtL~ 
ULOSE BASE. 


®CG3M-S5556072 REY O K-3778788 REVISED 


10/22/37 

12/22744 M-5556072G1 HSEE ABOVE 
JAN. 45 

CHU- 49696 SO-7m & SO-7N 


CONNECTOR: 

BALE + METAL BO3Y, PHENOLIC INSULATION, 
3 WIRE, SILVERED, SOA, 250V DC, IWIST- 
LOCK. 


12/22/44 CHU;7398 79-5054 
MAY 45 
cHU- 49697 Lu-s 


RECEPTACLE? 

MALE FLUSH, 2 PRONGS RATED 10 AMPS 250 
VOLTS. SAME AS --49757 EXCEPT FOR MINOR 
KODIFICATIONS. 


CANCELLED 
. ; 7 12/21/44 SS-4N 12/22/44 CHU:6808 CRB:SC-1030-2 
ee sence re caiale .nie at ree WAY 45 SPECIAL Iss. ¢ 
tssuto issuED 
[ears] aunearrnner® | dennernintna care [Maas] BANAT | oat | MARIS BRNARtAA 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-37 


aR KAe FIRST ASSIGNED vox | SAR EHMNG pea FIRST ASSIGNED FOR [ ORAL ARIS, | Pee a FIRST ASSIGNED FOR | RADETRAMINS, | 
cPH- 49698 tu-s 
H- v 
PLUG (FEMALE): Se eee coe, cc- 49713 
SINGLE CONTACT. FEMALE PLUG - CERAMIC i ‘ “49714 RECEPTAGLE. 
OCTAL TYPE WITH 4 CONTACTS, FOR USE 
INSULATION. STANDARD AMPHENGL PLUG WITH ; A 
ATG HOLES DRILLED OUT KITH $32 DRILL WiTd 2K29 VACUUN TUSE. SAME AS -49615 
SER aee PATING EXCEPT THAT IT HAS 0.257" DIAMETER HOLE 
¢ INSTEAD OF 0.357" DIAHETER HOLE. 

ane a ee ide 12/27/44 39-P-1-A-X-2 CW2ESO-675399 

. . 7 JAN. 45 "ss. 8 
CRB -49699 LU-S > 
PHONE? PLN SACK: Teer a, Gs Ce- 49714 MK 20 NOD 1 
CONSISTS OF -49205-8 JACK IN HOUSING Ti CORTAETEOHIECALE LLACED AREL ITE RECEPTAQLE (FEMALE) 
WITH: A PHONE=PIN PLUG AT RIGHT ANGLES : . 7 ONE BRASS SOCKET MOLDED tN PHENOLIC 


TO JACK WITH CABLE AND ALLIGATOR CLIP. 


12/22/44 AS-1454 CRBZAS-1454 


12/28/44 9452 CWrBA-10045-7 


MAY 45 $8. F JAN. 45 (sS. 7 
o 
ee gids RBT, RBT-t,2 cuG- 49708 sv 
. 3 SOCKET, VACUUM TUBE: 
roe sie a pent coe ace V1 CONTACTS MICA FILLEO BAKELITE. SAME 
A NTACT, : AS -49707 EXCEPT ASSEMBLED WITH A 19009 


BEFORE MAKE. AOUNTING RING. 


#9452 SOCKET PLUS 1009 MOUNTING RING 


12/22/44 504A CNASE9S 8-2 


12/28/44 SEE ABOVE CW33A-10045~8 


RAY 45 REV. 3 JAN. 45 'ss. 7 

cuA- 49701 = RBY,RBT-1,2 CPH- 49709 MK 20 HOD 1 

JACK, PHONES RECEPTACLE? 

FOR TIP AND SLEEVE, CONSISTS OF 4 ALUMINUM SHELL WITH 1 1/2-18 EXTERNAL 

SPRINGS, 1! BREAK CONTACT, 1 MAKE CON- THREAD AT COUPLING END ANO A 2" SQUARE 

TACT. BREAK. BEFGRE. MAKE. MIG. FLANGE. CONTAINS BAKELITE PIN IN- 
SERT WIVH 8-#12 PIN CONTACTS, 1/8° 


SPACING. TO MATE WITH SIZE 24 “AN” PLUG. 
12/23/44 704A CNAZE9SB-t 12/28/44 97-5109-24-SP  CWSBA-10083-67 
WAY 48 REV. 3 JAN. 45 ISS. 10 
ceD- 49702 sv cPH- 49710 HK 20 MOD t 
PLUG, MULTI-PING RECEPTACLES 
CONSISTS OF 12 CONTACTS. Al, A2, AS, AND ALUMINUM SHELL WITH 1 1/2-18 EXTERNAL 
A4 ARE FREE ROTATING REMOVAL COAXIAL THREAD AT COUPLING END AND A 2" SQUARE 
TYPE. CONTACTS 1,3,4, AND 7 RATED 10 MT. FLANGE. CONTAINS BAKELITE SOCKET 
AMPS. CONTACTS 2,5,6, & 8 RATED 15 AMPS. INSERT WITH 8-412 SOCKET CONTACTS. MATES 
BODY IS OF MOLDED PHENOLIC. WITH SIZE 24 "AN" PLUG. 
12/27/44 DP-012C434P-1 CWSESA-688598-3 12/28/44 97-5109-24-65 CWIBA-10083-68 
JAN, 45° MOD. ISS. 6 JAN. 45 ISS. 10 
ceo- 49703 sv cc- 49711 MK 20 MoD | 
RECEPTACLE, MULTE-CONTACTS PLUG ASSEMBLY CHALE): 
CONSISTS CONTACTS. Al, A2, A3, & A4 ARE CONSISTS OF 15 BRASS PINS MOLDED IN A 
FREE ROTATING REMOVABLE COAXIAL TYPE. PHENOL FIBER DISC IN A PRESSED STEEL 
CONTACTS 1,3,4. & 7 RATED 10 AMPS. CON- SHELL. #10 CONTACTS RATED 15’ AMPS 1000¥ 
TACTS 245.6, & 8 RATED 15 AMPS. AC. USED WITH NAVY TYPE -49712 RECEPTAQE 


BODY 18 | 


OF MOLDED PHENOLIC. ASSEMBLY. 


12/27/44 DP-DI2C4-33S-1 CWSESA-688598-2 12/28/44 17MP18A CS3FP-643608 


JAN. 45 ISS. & JAN. 45 iss. 1 

ceH- 49704 WK 20 HOD 1 cG- 49712 MK 20 HOD ¢ 

RECEPTACLE: RECEPTACLE ASSEMBLY 

ALUMINUM SHELL WITH 2-18 EXTERNAL THREAD (FEMALE) CONSISTS OF 15 BRASS SOCKETS 
AT COUPLING END AND A 2 1/2" SQUARE MIG FOR #10 PINS MOLDED IN A PHENOL FIBER 
FLANGE. CONTAINS BAKECITE PIN INSERT DISC IN A PRESSED STEEL SHELL. SOCKETS 
WITH 2- #4, 3 -#8. 2-412 AND 16 #16 PIM RATED 16 AMPS 100¥. AC. USED WITH NAVY 
CONTACTS, 1/16" SPACING. TO MATE WITH TYPE -49711 PLUG ASSEMBLY. 


SIZE 32 *AN® PLUG, 


12/27/44 97-S109-32-6P  CH:BA-10083~-59 12/28/44 17MS3BA CS:FP-642965 
JAN. 45 iss. 9 JAN. 45 iss. 1 
cPH- 49705 mK 20.m0D 1 cc- 49713 MK 20 MOD ft 


RECEPTACLE: 

ALUMINUM SHELL WITH 2-18 EXTERNAL THREAD 
AT COUPLING END AND A 2 1/2" SQUARE MIG 
FLANGE. CONTAINS BAKELITE SOCKET INSERT 
WITH, 2-44, 3-48, 2-412, AND 16-#16 
SOCKET CONTACTS, 1/16" SPACING. TO MATE 
WITH SIZE 32 “AN” PLUG. 


PLUG CMALE) 

ONE BRASS PIN MOLDED 
PRESSED STEE#. SHELL FOR TERMATING A 
CABLE. CONTACTS RATED 150 AMPS 110 VOLTS 
WORKING. “POSITIVE” PLUG WITH 2 KEYWAYS 
180° APART. EQUIPPED WITH 6" CLAMPING 
BRACKET FOR CA.ANPING TO NAVY TYPE 


IN PHENOLIC DISC IN 


OSC IN PRESSED STEEt SHELL. SOCKET 
RATED 150 ANPS 110 VOLTS WORKING. 
"POSITIVE" RECEPTACLE WITH TWO KEYWAYS 
180° APART. USED WITH NAVY TYPE -497%5 


PLUG. 

12/28/44 17HS22A CGIK-4737833 
JAN. 45 4SS. 4 

ce- 49715 wK 20 MOD 1 

PLUG CHALE) 


ONE BRASS PIN MOLDED 
PRESSED STEER. SHELL. CONTACTS RATED 150 
AMPS AT 110 VOLTS, WORKING. “HEGATIVE® 
PLUG WITH TWO KEYWAYS 150° (210°) APART. 
EQUIPPED WITH 6" CLAMPING BRACKET FOR 
CLAMPING TO NAVY TYPE -49716 RECEPTAQLE. 


IN PHENOLIC DISC IN 


12/28/44 17HP228 CGrK-4737833 
Jaw. 45 Iss. 4 
cc- 49716 MK 20 MOD 1 


RECEPTACLE (FEMALE) 

ONE BRASS SOCKET MOLDED 
(N PRESSED STEEL SHELL. SOCKET RATED 150 
AMPS 110 VOLTS WORKING. “NEGATIVE” RE- 
CEPTACLE WiTH TWO KEYWAYS 150° (210°) 
APART. USED WITH NAVY TYPE ~49715 PLUG. 


IN PHENOLIC DISC 


12726744 
JAN, 45 


V7HS228 CG3K-4737833 


iss 4 


casR- 49717 
PLUG (FEMALE) 
SOLID SHELL STRAIGHT PLUG. 10 SOCKET 
BAKELITE INSERT, SOCKET DIAMETERS 0.25", 
HIN. SPACING BETWEEN SOCKETS 3/32". 
BRONZE CASE; BRASS CONTACTS. HAS THO 
OPEN SLOTTED COUPLING BRACKETS. 


MK 20 MOD i 


02728444 X-8154-RED 
JAN. 45 


CASRI17414-¢ 
REV A 


casR- 49718 
PLUG (FEMALE) 
BOX TYPE, 19 SOCKET BAKELITE INSERT, 
SOCKET DIAMETERS 0.173", MIN. SPACING 
BETWEEN SOCKETS 1/16", BRONZE CASE, CON- 
TACTS TOM PLATED. 


MK 20 MOD 1 


12/28/44 X-1100-REPS CASR319019-C 


JAN. 45 ssl 

casR~ 49719 MK 20 MoD 1 

PLUG CFEMALE) 

SOLID SHELL STRAIGHT PLUG, 19 SOCKET 
BAKELITE INSERT, SOCKET DIAMETERS 0.175" 
MEN. SPACING BETWEEN SOCKETS 1/16", 


BRONZE CASE, CONTACTS TiN PLATED. 


12/28/44 X-1114-REOS CASR?18705-°C 
JAN. 45 REV A 
CASR-49720 MK 20 MOD I 

RECEPTACLE (MALE) 

BOX TYPE, 19 PIN BAKELITE INSERT. PIN 
DIAMETERS 0.14", HIN. SPACING BETHEEN 
PINS 716". BRONZE CASE. CONTACTS TIN 


PLATED. 


12/27/44 97-5109-32-6S  CWrBA-10083-60 12/28/44 17MP22a CGtK-4737833 12/28/44 X-1510-PEPS CASRI18708-C 
JAN. 45 iss. 9 JAN. 45 1SS. 4 asuenep| JAN, 45 REV A 

ISSUED 
care | MAUHEAGTHRE'S BARTOSAE TUE DaTE MUCH | RANRTACTURERA pate OECTA? | SWAT | 


RESTRICTED 


NAVSHIPS 900,109 


3.49-38 


Class 49—Head Telephones and Associated Apparatus 


(cena. [esr assonam ron | gxsreamntiis, | [ANC [ruse asonen roe | gramcananns, | [BACARRA [vase astoneo von | RRSP _| 
case- 49721 MK 20 MOD 1 cHu- 49729 BL SERIES acetate Bee 
RECEPTACLE (MALE) PLUG 5 CONTACTS - LOCK TYPE, PHOSPHOR BRONZE, 


SOLID SHELL STRAIGHT RECEPTACLE, 19 PIN THREE CONTACT FEMALE, TWIST LOCK. FITS 


BAKELITE INSERT, PIN DIAMETERS 0.149, MAVY TYPE -49728 SOCKET. 

MEN. SPACING BETWEEN PINS 1716". BRONZE 

CASE. CONTACTS TIM PLATED. 

12/28/44 X-1114-PEDS CASRs19010°C 1/1/45 CHUS7484 CNAIF-459-1 
JAN. 45 iss 4 JAN. 45 REV 2 

cue- 49722 OL cG- 49730 Tor~1 

SOCKET SOCKET VACUUM TUBE 

SINGLE CIRCUIT. SINGLE CONTACT. FITS MEDIUM, 4 PIN, BAYONET TYPE SOCKET. 5 
TYPE -49458 PLUG. WATT STEATITE BASE. SAME AS WAVY TYPE 


249425 EXCEPT WITH MOUNTING SPACERS Of” 
TOP OF BASE INSTEAD OF BOTTOM. 


12/29/44 S-101-1/4 CDU:DD-3245-A-1 1/3/45  CGIML-7765094G4 CG:P-7765094P20 
JAN. 45 REV 4 

cye- 49723 us cPH- 49731 eet 

PLUS PLUG: 

SINGLE CONTACT, SINGLE CIRCUIT. BANANA MALE, 4 CONTACTS. EQUIPPED WITH CABLE 

TYPE PLUG, INSULATED. CLAMP TO ACCOMMODATE CASE UP TO }/2" th - 
DIAMETER. 

12/29/44 341 COUSDD-3237-A-1 t/t2/45  PM4-1) CNAtIC-627-1 

JAN. 45 FEB. 45 REV. 2 

cUF- 49724 SO-74/7N cw- 49732 Que 

PLUG-BANANA ACK, MULTI-CONTACT 


MALE. SINGLE SHANK. DHAMETER OF SHANK 14 CONTACTS, PHOSPHOR BRONZE. GOLD 


0.175" APPROX. SPRING IS BERYLLIUM COP- PLATED AND TINNED FOR 3/16%. CONSISTS OF 
PER. PHENOL FIBER PLATES MOUNTED BETWEEM TWO 
CANCELLED STEEL PLATES. APPROX OVERALL DIMENSIONS 
33/4" X 3 5/4" x 15/16" THICK. MOUNTED 
BY HEANS OF 8 0138-32 xX 3/8" FLAT HEAD 
12/30/44 152346 CRP:51-5701-G4 1412/45 D-469325 BA-104600 
RAY 45 REV 16 FEB. 45 iss t 
cuF- 49725 SO-7H/7% Cw-49732 
JACK SCREWS. 
DIAMETER OF OPEN IN JACK 0,171" TO RE- 
CEIVE PLUG, BANANA, 0.175" DIAM. 
CANCELLED 
12/30/44 CUF?152347 CRP351-S701-G3 
MAY 45 REV 16 
cuA- 49726  cbdU-60073 ch- 49733 Que 
CRYSTAL HOLBER SOCKET JACK, MULTI -CONTACT 


26 CONTACTS. PHOSPHOR BRONZE. GOLD 
PLATED anD TINNED FOR 3/16". CONSISTS OF 
PHENOL FIBER PLATES MOUNTED SETWEEN THO 
STEEL PLATES. APPROX. OVERALL DIMENSIONS 
41/4" x 4 1/47 X 15/16" THICK. MOUNTED 
BY 4 0.158-32 X 5/8" AND 4 0.138-32 X 


FOR TWO PIN CRYSTAL HOLDER, 
SPACED 3/4" APART. 


CONTACTS 
STEATITE BODY. 


12/30/44 33002 CDUs4-514 1442445 D-166386 BA-104608 

JAN, 45 FEB. 45 iss 1 

cua: 49727 SO-7M/7N cWw- 49733 
JACK-TIP 5/8" FLAT HEAD SCREWS. 

DIAM. OF OPEN. tN JACK 0.0956" APPROX, 

TO RECEIVE A TIP PLUG 0.080" OAM. 

BROUNTS IN HOLE 1/74", WHEN USING INSULA- 

TED WASHERS, HOUNTS {N 3/8" HOLE. 


SOLVER PLATED. STEATITE BASE. 


1/1245 33305 CZC 38354 

FEB. 45 iss 3 

cHu- 49736 SoV2nsi2n 

CONNECTOR 

FEMALE: RATED 50 AMPS, 250¥ DC. 3 WIRE, 


S4LVEREO PHOSPHOR BROWZE CONTACTS. CABLE 
DIAM 0.812. 

1418/45) | =CHUS7384 CRPSTYPE 

FES. 45 81-5068 

cu- 49737 Tee 

JACK PANEL 

PROVIDES MEANS OF HEASURING GAINS. MICRO 


AAMETERS INSERTED INTO THE JACKS OW THIS 
PANEL MEASURE THE GRID CURRENTS OF THE 
2D & 3D MODULATOR STAGES AT A REDUCED 
Biase 


aPEE TL) 

FEB, 46 

cw- 49738 sv 
VACUUM TUBE SOCKET 


4 SILVER PLATED PHOSPHOR BRONZE CONTACTS. 
LOW ABSORPTION PORCELAIN BASE. RATED 50 
WATTS. CERCULARS StMILAR TO BIRN BACH 
#434 EXCEPT FOR REMOVAL OF PORTION OF 
CONTACT TERMINAL WHICH EXTENDS BEYOND 


OUTSIDE DIAN, OF BASE. 

W17745  BA-23396 CWSBA-23196 
FEB. 45 C¥B:434 MOD iss 2 

cHu- 49739 SO-78/7% 

CONNECTOR, FEMALE 


3 CONTACTS, BRONZE & BRASS-SILVER PLATED. 
RATED SOA, 250¥ OC FWISTLOCK. 


W17S48 7396 MtSC 2086 
FEB. 45 REV O 
cHu- 49740 SO-7H/7% 


CONNECTOR, FEMALE 
3 CONTACTS, BRONZE-SILVER PLATED. 
RIZED RATED 156A 


POLA- 
t25V DC 10A 250¥ DC. 


TwiSTLOCK, 
1417/45) «=7656 HISC 1357 
FES. 45 REV GO 

cWw- 49741 TS-35A/AP 

SOCKET. OCTAL TYPE 


RECEIVING TYPE, 6 PRONG PLUG fH, MICA- 
FILLED BAKELETE WITH BRASS SILVER PLATES 
CONTACTS. THES SOCKET {S THE SAME AS A 
CUNCH MFG. CORP #9829 OCTAL SOCKET NODE - 
FIEO BY REMOVING THE TERMONALS FROM PO- 
StT#ONS 3.4,85, AND DRILLIRG A 0.4875* 


NAVSHIPS 900,109 


1418/45 CH38A-405273 B-405273 
12/30/44 Chat4al7 cRe:76-5001 FEB. 48 CNG:9829 MOD. iss 2 
JAN. 45 REV O 
ee * we 
Bee tee AEE ae nee cna 49734 Rex HOLE iN POSITION 4. weet 
SACKET? 
3 CONTACT, MALE, FOR FLUSH MOUNTING, 
CONTACTS SET BELOW MOUNTING PLATE. FITS CANCELLED 
NAVY TYPE -49729. USE -49025-A 
1/1/45 CHU37486 CNASF-438-1 SC-3A 
JAN. 45 REV 2 assiansn) FEGe 45 Sauionis 
Issuto issued 
(pare | MARHEASTHBE'S—[__MASHTACTAAE pare | MBIA? | ANHTAPTUR [an [RAST | GANT | 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


cHU- 49742 SO-74/7K 

CONNECTOR, FEMALE 

3 CONTACTS, BRASS & BRONZE-SILVER PLATED 
POLARIZED RATED 30 AMPS 600V AC 60 AMPS 
250¥ OC. TWISTLOCK. 


1/'8/45 7380 MISC 1496 
FEB. 45 REV O 


cHU- 49743  SO-7H/7H 

CONNECTOR, FEMALE 

2 CONTACTS, BRONZE. RATED 10 AMPS. 250¥ 
oc. 


1/18/45 ON-11589 MISC 1899 
FEB. 45 REV O 


CHU- 497497 SO-7M/7N 

COWNECTOR, MALE 

3 CONTACTS BRONZE-SILVER PLATED. POLA- 
RIZED CAP-TWISTLOCK. 


1408/45 «07572 MISC 2067 
FEB. 45 REV O 


cu 49745 ue 

HARMONIC DISTRIBUTING PANEL 

A STEEL PANEL EQUIPPED WITH RESISTORS 
AND JACKS WHICH ARE PROVIDED TO PERMIT 
OPENING CIRCUIT BETWEEN COMMON FREQUENCY 
CONTROL AND A PARTICULAR CHANNEL FREQ- 
UENCY OSCILLATOR AS A’ CGNVENIENCE tN 
MAINTENANCE. 

1418/45 J7CO36N-3 J-70036U-t 

FEB. 45 LIST 4 iss. 3 


cw- 49746 uP 

TELEPHONE SET AND VOLUME 

LEMITERS A STEEL PANEL EQUIPPED WITH 
COILS, CAPACITORS, RESISTORS, AND A COP- 
PER OX#DE VARISTORs-A CONVENTIONAL TELE- 
PHONE SET WITH A VOLUME LIMITER WHICH 
FUNCTIONS TO SUPPRESS HIGH PEAKS OF 
VOLTAGE OR CURRENT. 

1418/45 X-667198-3 @ %-667198-1 

FEB. 45 LUST 1 ISS. 2 


“49747  $0-3 
VACUUM TUBE SOCKET 
EIGHT CONTACTS (OCTAL), PLUG-IN TYPE, 
SPECIAL SHAPE FIXED MOUNTING PLATE, 
BAKELITE BASE. 


OcuZ:35L-1E 
1419445 CNuL+25-8209 CRP281-5041 
FEB. 45 CMG:T-9324 @ 


ciu- 49748 SO-12N/18N 

RECEPTACLE, MALE 

3 CONTACTS, POLARIZED SILVER PLATED. RA- 
TED 10 ANPS, 250V¥; 15 AMPS 115V. BLACK 
BAKELITE BRASS PLATED SHELL. THISTLOCK. 
SAME AS +-49749 EXCEPT NO MTG. ARRANGE- 
WENT. 


1420/45 CHUS7556 CRPS79-5055 ,P2 
FER. 45 REV I 


citu- 49749 SO-7M/7HE 

RECEPTACLE, MALE 

3 CONTACTS POLARIZED. RATED 10 AMPS, 
250V; 15 AMPS, 115V. BLACK BAKELITE 
BRASS PLATED SHELL. TWIESTLOCK. REMOVE - 
ABLE MTG. PLATE. SAME AS 49748 EXCEPT 
HAS NTG.S ARRANGENENT, FLUSH BASE. 


1/20/45 CHU:7556 CRP279-$055,P1 
FEB. 45 REY 1 


3.49-39 


[__stABRh, [nase asnoneo rox | Geareanetvig | [AGRA [ruse asian von | AR | 


T 
DESIGNATION FIRST ASSIGNED FOR | BAL ARAMING, 


cra- 4975Q Ts-323/UR 

JACKS 

TWO CIRCUITS WITH ADDITIONAL NORMALLY 
OPEN CONTACT.« 


1/29/45 CRA #503 CKB:38-A70A128-1 
FEB. 45 MODIFIED CHANGE C 


CARO- 49751 AN/UMP-1 
CONNECTOR, MALE? 
1 CONTACT. BRASS METAL. SET SCREWs, 


1430/45 © §PC-2300 CHE SA-S201-A 
FEB, 45 


cHu- 49752 NHC 

PLUG, FEMALES 

3 WIRE POLARIZED FEMALE PLUG, 10 AMPS. 
S75V AC. BAKELITE BODY WITH CABLE CLAMP. 
DEAMETER OF BODY 2 §NCHES. 


1422745 #73513 CRV2W-303056 P22 
FEB. 46 REV. 11 


CTE- 497535 wc RE 13A 518 
HEADSET ASSEMBLYS 

CONSISTS OF 1 PHONE PLUG -49006, 1 PHONE 
CORD -49012, 2 RECEIVERS -49016, 1 HEAD- 
BAND -49028. tMPEDANCE 600 OHMS AT PRI- 
MARY RESONANT PEAK FREQUENCY OF 900 TO 
1200 CPS. 


1422/45 CRVsH-303264/P181 
FES. 45 REV. 10 


CHU: 49754 NHC 

RECEPTACLE, MALES 

3 WIRE POLARIZED. 3 PRONGS. 575 VOLTS, 
10 ANPS AC, 1 3/4" THICK 2 7/8" 0,0. OF 
MIG. PLATE. FLUSH BASE IN CASING. 3 
SCREW HOLES ARE 120° APART. 


1422/45 7327 CRV2W-303056 P15 
FEB. 45 REV. 11 


cHU- 49755 NMC 

RECEPTACLE, MALE? 

4 CONTACTS POLARIZED. CIRCULAR, IHSUL- 
ATED. 675 VOLTS, 10 APS AC, 4 SCREH 
HOLES 90° APART. FLUSH BASE IN CASING, 
1 374" THICK. 3.312" 0.0. OF MTG. PLATE. 


1/22/45 7408 CRV3H-305876 PI5 
FEB. 46 REV. 5 


CW- 49756 AN/TPS-18 

SOCKET, VACUUM TUSE: 

CONSISTS OF 3 PHOSPHOR BRONZE, SILVER 
PLATED CONTACTS IN A LAMINATED BASE WITH 

3 SILVER PLATED BRASS PLATES AND INSUL- 
ATORS WHICH FORM A TWO SECTION BY-PASS 
CAPACITOR BETWEEN TERMINALS 7 AND 2, 
AND S AND 2+ INCLUDES AN RC208E330N RE- 


1723745 BL-430658 CWrSk-106073 
FEB. 45 (ss. 
cw-49756 


SiSTOR CONNECTED SETWEEN TERMINAL & AND 
A TERMINAL LOCATED ON ASSENSLY STUD, 
FOR USE WITH 445A VACUUM TUGE. SOCKET 
MOUNTS ON TUBE. 


ASSIGNED 
ISSUED 


cHU- 49757 ocD 

RECEPTACLE 

MALE, FLUSH, 2 PRGUGS, POLARIZED. RATED 
10 ANPS, 250%: 15 AMPS, 125 VOLTS. FLUSH 
CUP. SIMILAR TO NAVY TYPE -49697 


*COL336800400 REY. O 


1723/45 6808 CHZ:RC-1090 
FEB. 45 Iss 0 * 
cPHy 45753 R&K RE4QAAZT2 


VACUUM TUBE SOCKET 

EIGHT CONTACT COCTAL). WITH MICA-FILLED 
BAKELITE BASE. FIXEO STEEL MTG. PLATE 
MOUNTED ON TOP CHASSIS. SAME AS -49374-A 
EXCEPT CENTER SHIELD SUPPLIED WITH AND 
MADE TO WITHSTAND 48-HR. SALT WATER tH- 
MERSION. 

1423745 MIPSTM CHL26A201 
FE3.45 MODIFIED REV A 


cxe- 439759 TS-3235/UR 

ReF. POST ADAPTER 

COUSISTS OF ONE KAVY TYPE -49268 
CUG*214U) PLUG NOSiFiED, AN RE POST CON: 
NECTOR AND PUSH POST, FOR USE WITH A 
CONSTANT (MPEDANCE, 50 OHM LINE. 


1/23/45 38-CACAIS0-2 38-OAOATSO+2 
FEB. 45 

cw- 497560 AN/TPS-18 

JACK 

CONSISTS OF 23 GOLD PLATED @RASS, SrRING 
TYPE SOCKETS,O,081" InSICE DIAMETER ANO 


4 COAXIAL SOCKFTS. CURRENT CARRYING CA> 
PACITY OF SPRING TYPE SOCKETS JS 5 AMPS. 


1/23/745 D-165645 BA-105967 
FEB. 45 (ssi 


cey- 49761 RBK 

ACORN TUBE SOCKET 

FIVE CONTACT, WITH STEATITE BASE AND 
FIXED NIG. PLATE HOUNTED ON TOP OF CHAS= 
S1S. BERYLLIUM COPPER SILVER-PLATED CON- 
TACTS. 


1/23/45 235 CHL :6A075 
FEB. 45 REV O 


CATY- 49762 SO-7H/7N 
CONNECTOR 
1 CONTACT, COAXIAL. 


1/24/45 0163446 
FEB. 45 


CATHs 49763 SO-7K/7N 
CONNECTOR 
1 CONTACT, COAXIAL. 


1424745 6-9157 
FEB. 45 


CATV- 43764 SO-7H/7N 
CONNECTOR 
1 CONTACT, COAX{AL. SCREW TYPE MTG. 


1724/45 6-5173-GI 
FEB. 45 


care | MANUEAGTHRER | MANHIATTAUERS. 


MaRMAETNO? | AANITACRRARA 


[oars myUrAcTs | ANHACHIA_| 


RESTRICTED 


NAVSHIPS 900,109 


3.49-40 


oH Ch | rest ASSIGNED FOR [ ea | 


oe FIRST ASSIGNED FOR | ama | 


Class 49—Head Telephones and Associated Apparatus 


[HOUR 


[rest ASSIGNED FoR | amas, | 


CaATh- 49765 80-7N/7N 

CONNECTOR 

} CONTACT, COAXIAL. PLATE & NUT ASS. 
WIG. ARRANGEMENT. 


3724/45) 6-5156 
FEB. 45 


czc- 49766 RBO-S 

LOUDSPEAKER ASSEMBLY 

CONSISTS OF 1 TYPE CN -49806 LOUDSPEAKER 
MOUNTED IN A WOOD CABINET WITH OPEN BACK 
FOUR RUBBER MOUNTING FEET. FRONT OPENING 
OF CABINET 1S PROVIDED WITH DIFFUSING 
BAFFLE DESSGNED TO RADIATE HIGH FREQUEN- 
CY RESPONSE OF SPEAKER & PREVENT BEAN 


1/24/45 7360 7360 
FEB. 45 

czc- 49766 
EFFECTS. 


cPH- 49767 RBK 

PLUS, MALE 

& CONTACT C(OCTAL). EACH SHANK .093" DIA. 
BAKELITE GASE, HANDLE INSULATED FROM 
SHANKS» SUPPLIED WITH INSULATED JUMPERS. 


1/24/45) CP-8 
FEB. 45 


CHLS35A003-A 


CPH- 49767-A St-a 

PLUG, MALE: 

8 CONTACTS (OCTAL). TAN COLORED LOW- 
LOSS MICA-~FILLEO BAKELITE BASE. SILVER- 
PLATED CONTACTS. SAME AS -49767 EXCEPT 
FOR BASE MATERIAL. 


3/17/45 CP-8IM CwiBA-10116-4 
APR. 45 (ss. ut 


ces: 49768 Sk-2 

SOCKET, VACUUM TUSE 

4 PIN BAYONET BASE» CERAMIC. SQUARE. 4 
MOURTING HOLES. 


t/24/45 244 CRV3K-889091 
FEB. 45 REV O 


cya- 49769 RBK 

RECEPTACLE. CHASSIS (FEMALE) 

2 CONTACTS, BAKELITE. FIAEO STEEL CAD- 
WEUM PLATED PLATE. RATED 10 AMPS, 250V; 
15 AMPS 125 VOLTS. 


1724/45 4002-T CHL SS 0A0TS 
FEB. 45 ISS A 


cra- 49770 RBK 
PHONE JACK, SHORT 
TEP AND SLEEVE. THREE SPRINGS. OWE MAKE 


ANDO ONE BREAK. JACK OPENING 174" DIA. TO 


RECEIVE STANDARD 174" DIA. PLUG. PHOS- 
PHOR BRONZE NICKLE PLATED SPRINGS. 


1/24/45) =ST-687 CHL 3368004 


FEB. 45 REV B ASSIGNED 
ISSUED 


CRA- 49770-A RBK 

PHONE JACK, SHORT 

TIP AND SLEEVE. THREE SPRINGS. ONE MAKE 
AND ONE BREAK. JACK OPENING 174" OLA. 
TO RECESVER 174" DIA PLUG, PHOSPHOR 
BRONZE NICKLE PLATED SPRING. SAME AS 
-49770 EXCEPT FOR HOLE IN MTG FRAME AND - 
PORTION OF NTGe FRAME 6S CUT AWAY. 
1724/45 ST-1003A CHL:36 B008 
FEB. 45 REV B 


ca0z-49771 GEN RADIO USE 

RADIO CALL S ECTOR 

FOR USE WITH ANY RECEIVER WETH A 600 OHH 
OUTPUT. MAY8E SET UP TO RECEHVE ANY PRE- 
SET COMBINATION OF CALLS UP TO 50 OOTS 
AND DASHES. HAS RELAY IN OUTPUT FOR OPE- 
RATING ALARM DEVICE; EITHER A BELL OR 
LAMP OR OTHER ALARM DEVICE. 

1425745 

FEB. 45 


crv- 49772 SR-2, 

COUPLING ASSEMBLY (GAS 

ADMISSION): ASSEMBLY HAS NUTS & COIL 
SPRINGS ON BOTH ENDS, INSIDE 1S ROUND 
WASHER WITH RUBBER (N SPRING WOUND AR= 
RANGEMENT TO KEEP AIR TIGHT, USED TO 
COUPLE TRANSMISSION LINES TOGETHER. 


8/24/45 M-458135 
FEB. 45 sup t 


crv- 49773 SR-2 

COUPLING ASSEMBLY 

ASSE#BLY HAS NUTS & CO/L SPRINGS ON BOTH 
EWOS. SNSIDE &S A ROUND’ WASHER WITH RUB- 
BER IN SPRING WOUND ARRANGEMENT TO KEEP 
AUR TIGHT. USED TO COUPLE TRANSHISSION 
LUNES TOGETHER. SAME AS TYPE -49772 EX- 
CEPT FOR GAS ADMISSION. 

1424445 M-438127 

FEB. 45 sus. 3 


CAJF-49774  SR-2 

COUPLING ASSEMGLY 

CONSISTS OF ONE HALF OF TYPE CRV-49773 
COUPLING ASSEMBLY ON EACH END OF A PIECE 
OF TRAWSHISSION LINE 90° BENT. 


1724/45 CRYST-617920~- CRV:T-617920 
MAY 45 805 Sue 4 


cpo- 49775 SR-2 

COUPLING ASSEMSLY 

CONSISTS OF ONE HALF OF TYPE CRV-49773 
COUPLING ASSEMBLY ON EACH END OF A PIECE 
OF TRANSMISSION LIWE 45° BENT. 


1/24/45 T-617971 
FEB. 45 SuB. 2 


cvc- 45776 ace 

PLUG 

MALE. 12 SILVER PLATED CONTACTS & POLA- 
RIZING PINS. COMPLETE WITH MTG BRACKETS. 


§725/45 P-412AB - 178 CRV:W-306S520P91 
FEB. 45 REY 6 


cHU- 49777 AN/UPH=5 
RATED 10 AMPS, 250V; 15 AMPS, 125¥. PO- 
LARIZED, OWE WIDE AWD ONE NARROW BLADE. 


2/2745 7267 CHZ:PL-1054 
FEB. 45 tss @ 


oars | MARHEASTHSER'S | SUNHLACTUNIE 


ASSIGNED 
ISSUED 


can- 49778 
LOUDSPEAKER 
PERMANENT MAGNET TYPE SPEAKER. UNPUT ¢H- 


RSEE BELOW 


-PEDANCE 6 OHMS. 3 WATTS MAXIMUM. CON- 


TAINS A LOUOSPEAKER MOUNTED tt A METAL 
BOX. HAS “ON-OFF” SWITCH MOUNTED ON 
FRONT OF BOX WHICH PROVIDES A & OHB 
RFOR GEN. SONAR USE, KXsr-435400 


2/1/45 726 60460 
FEB. 46 ALT O 
com- 49778 


OUHMY LOOK WHEN SWITCH ¢S IN OFF POSI- 
TION, SAME AS TYPE C&M-49153 EXCEPT CASE 
IS SMALLER & MOUNTING HOLE OJ4ENSIONS 
HAVE BEEN CHANGED. 


cw. 49779 QuB 

RECEPTACLE, MULTI -CONTACT 

32 CONTACTS: 1 & 2 RATED 40 AMPS, 3-30 
CHHCLUSIVE) RATED 10 AMPS, CONTACTS Al 
AND A2 ARE REMOVABLE, & RATED AT 30 ANPS. 
{NSULATING MATERIAL §S MOLDED PHENOLIC. 
CONTACTS AS & AZ ARE COAXIAL. 


276745 ES0-686366-3 BA-$05454-1 
FEB. 45 tss i 


cw- 49780 Qu8 

RECEPTACLE, MULT#-CONTACT 

32 CONTACTS, NONE REYOQVa3LE. CONTACTS 

& 2, Al & A2 ARE RATED 40 AMPS, CONTACTS 
3-30 INCLUSIVE RATED 10 AMPS, (NSULATING 
MATERVAL $S MOLDED PHENOLEC. 


2/6/45 ESO-688566-4 BA-105454-2 
MAR. 45 issu 


cw- 49781 Que 

PLUG. MULTI-PIN 

32 PENS? PENS 3-30 INCLUSIVE RATED 10 
AMPS, PINS 1 8 2 RATED 40 AMPS. PINS AD 
& AZ ARE COAXUAL, REMOVABLE, & RATED AT 
10 AMPS. [INSULATING MATERIAL 1S MOLDED 
PHENOLIC. 


2/6/45 ESO-688367-4 BA-£05455-1 
HAR. 45 iss t 


cWw- 49782 ous 

PLUG, MULTI- PIN 

32 PHNS, NONE REMOVABLE, PINS 3-30 IN- 
CLUSIVE RATEO AT 10 amPS; PINS fT. 2, AL 
& A2 RATED 40 AMPS. INSULATING MATERGAL 
(S MOLDED PHENOLIC. 


276/45 ES0-688367-S Ba-105455-2 
MAR. 45 iss 1 


cw- 49733 Que 

PLUG. MULTI-PEN 

20 PINS: PENS 1,3,4, 7 TO 12 INCLUSIVE, 

15,16, ANO $8 ARE RATED AT 10 AMPS, PINS 

2.556,13.34, AND 17 ARE RATEO AF 15S 

AMPS. PINS AI & A2 ARE COAXIAL, 
REMOVABLE, & RATEO AT 10 AMPS, 

ENSULATERG MATERIAL 4S MOLDED PHENOLIC. 

2767485 ESO-696819-2 Ba-105456 

MAR. 45 tssue 1 


cw- 49784 Que 

RECEPTACLE, MULTI -CONTACT 

20 CONTACTS: CONTACTS 1.3.4. 7 TO 12 ON- 
CLUSHVE. 15.16, & 18 ARE RATED 10 AMPS; 

CONTACTS 2.5¢6,15.14 AND 17 ARE RATED aT 
1S AMPS. TWO COAXHAL RECEPTACLES ARE RE- 
MOVABLE, & RATED AT 10 AMPS, INSULATING 

MATERGAL JS MOLDEO PHENOLIC. 

2/6/45 £S0-696820-1 GA-105457 

MAR. 45 tSSUE 1 


ore | RTE | ae, 


NAVSHIPS 900,109 


ore | “AUCH | GNA | 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-41 


| DEAS “Taast ASSIGNED FOR 


cement. | [ath [ner asowo vor | omar, | 


oA ae dase ASSIGNED FOR | ESR | 


cw- 49785 Que CRA- 49793 RBL-3 

PLUG, MULTI-PIN JACK, TELEPHONE 

$2 CONTACTS: PINS 1,344 & 7 ARE RATED AT SINGLE CIRCUIT. TEP & SLEEVE. DIAM. OF 
10 AMPS; PINS 2.5.6 & 8 ARE RATED AT 15 OPENLNG IN JACK 1747 TO RECESVE STANDARD 
AMPS. PINS Aly A2, AS & A4 ARE COAXIAL, 174" PLUG. * 

REMOVABLE, & RATED #0 AMPS. INSULATING 

MATERIAL 1S MOLDED PHENOLIC. 

276745 €S0-696821-2 BA-105458 207745 1-108 CWOS3A365 
MAR. 45 #SSUE 1 MAR. 45 (SSUE A 

cw- 49786 QuB caBV- 49794 oBuU-3 

RECEPTACLE, MULTE -CONTACT ourpuT Loop 

42 CONTACTS: CONTACTS 1, 3, 4 & 7 ARE PICKS UP ENERGY FROM CAVITY OF ECHO BOX 
RATED 10 AMPS; CONTACTS 2.5.6, & 8B ARE AKO RECTIFSES IT FOR A METER. POSITION 
RATED AT 15 AMPS. CONTACTS Al, A2~- AD & OF PICK UP 1S ADJUSTABLE. INCLUDES A 
A4 ARE COAXIAL. REMOVABLE, & RATED 10 {N21 CRYSTAL RECTIFIER. 

AMPS. (INSULATING MATERIAL 1S MOLDED 

PHENOLIC. 

276/45  ES0-696822-1 BA-105459 207045 SP-5332 

MAR. 45 tSSUE 1 HAR. 45 REV O 

cua 49787 ANZARQ-12 caBv- 49795 oBu-3 

JACK INPUT LOOP 

TWO CERCUIT BREAK CONTACT MIDSET FRAME. PROVIDES MEANS OF COUPLING ENERGY FROM 


SIHILAR TO NaT. 


2/6/45  CKAZA2A 
MAR. 45 

cuC- 49788 QcB 
SOCKET 


12 CONTACTS, POLARIZEO, 


RATED 110 VOLTS+ 10 AMPS. 
END TYPE. 

®C3C: 4008 

2/6/45 = $412-CCE 

JULY 45 

cuc- 49789 Uv 

SOCKET 

8 CONTACT, MOLDED TYPE, 
28/45 © 9915 

MAR. 45 

cic- 49790 aca 
SOCKET 

8 CONTACTS, POLARIZED. 


TOP AND SIDE LATCHES. 


-49596 EXCEPT FRAME tS 
(NSULATED FROM BREAK CONTACT. 


StLVER PLATED 
PHOSPHOR BRONZE "KAEFES SWITCH" 
CORD CONNECTOR, 


CRVEM-427634/P1 
REV 2 4 


HICA FILLED. 


CABLE CLAMP 
FLARED HOLE tN TOP 


DIRECTIONAL COUPLES TO THE ECHO 80x 


CAVITY. 
CATALOG 207045 sp-5331 
KAR. 45 REV O 


CABV- 49796 AN/UPM-7 

BRACKET AND ADAPTOR ASSEMBLY 

CONstiSTS OF A LENGTH OF RIGID COAX LINE 
WITH CONNECTORS AT EACH END, AND A 
BRACKET TO CLAMP ASSEM2LY TO Si. St-a. 
OR SL-} ANTENNAS. -G66AUG PICKUP DIPOLE 
FITS (NTO CONNECTOR AT ONE END. 


CONTACTS 


279745 
MAR. 45 


CABY:SP-5337 
REV 2-49-45 


caBv- 49797 AnsuPH-7 

BRACKET AND ADAPTOR ASSEMBLY 

CONSISTS OF A LENGTH OF RIGIO COAX LINE 
WITH CONNECTORS AT EACH END, AND A 
BRACKET TO CLAMP. ASSEMBLY TO SF OR SF-1 


© 


ANTENNAS. -66AUG PICK UP DIPOLE FITS 
UNTO CONNECTOR AT ONE ENO} 

CDU 24-64 279745 CABV:SP-5338 
MAR. 45 REV 2-19-45 


CABY- 49798 ansuPM-7 

BRACKET AND ADAPTOR ASSEMBLY 

CONSISTS OF AN OFFSET LENGTH OF RIGID 
COAX LENE WITH CONNECTORS AT EACH END, 


iN 


cyo- 49301 sP-iMm 

PLUS 

RATED 10 AMPS, 250 VOLTS: 15 AMPS, 125 
VOLTS. TWO PARALLEL NON-POLAREZED BLADES 


BLACK COMPOSITION BODY WMIFH CORD GRIP, 


2012045 JK VIS3SOA 
MAR. 45 REV 8 
coy- 802 sP-1m 


YaCK & COUPLING LOOP 


ASSEMBLY? COMBINATION JACK AND LOOP 
ANTENNA FOR TYPE N FLETTING. CONTACT MADE 
OF PHOSPHOR BRONZE. 0.0. 0.125 "40-001" 


DUA. OF OPENING 0.018". 

2042045 CG:T-7663279-G2 
MAR. 45 REY O 

cc- 49803 SP-1M 

SOCKET 

FEMALE. 2 CONTACTS, POLARIZED. SILVER 
PLATED. PORCELAIN BOOY. TO WITHSTANO 

200 HR, 202 SALT SPRAY TEST. FOR WALL 
MOUNTING. CONTACTS RATED; 10 AMPS AT 
250V OR 315 AMPS AT B25Vq 

2/12/45 665 CG:K-52u869-P1 
MAR. 45 REY 3 

cei- 49894 sP-1N 

JACK 

SINGLE CONTACT. D144. OF OPENING IN JACK 
t/a" TO RECEIVE AMPHENOL 741M 1/8" PLUG 


OR EQUIVALENT. 


2712745 784M CGrK-43J559/0P2 
WAR. 45 REV O 

CPH- 49805 sP-1m 

RECEPTACLE 

2 CONTACTS, LARGE HOLE FOR POLARIZATION. 
BLACK PHENOLIC CASE FIXED MTG. PLATE FOR 
MOUNTING ON TOP OF CHASSIS. 

WREV 3, CGSK-7897574-1 REV 3 

2712045 MiP-61EM CG2K-43456 
MAR. 45 *SEE ABOVE 

CNX- 49806 R80-3 


LOUD SPEAKER 
CONSISTS OF A 12-INCH LOUDSPEAKER 
PERNANENT MAGNET TYPE WITH VOICE COIL OF 


OF CAP. AND A BRACKET TO CLAMP ASSEMBLY TO SO, 6 OHM IMPEDANCE. CAPABLE OF REPRODUCING 
SO-a. SO-b, SO-2 (OLD AND NEW) SO-8, 10 WATES QF AUOI1O POWER. COMPLETE WITH 
SO-9, SO-t3- -66AJG PICKUP DIPOLE FITS MATCHENG TRANSFORMER ATTACHED WHICH HAS 
BG501. 502 REY 6. CRYSW-306713-28 REV 2 tNTO CONNECTOR AT ONE ENDO. PREvYARY LMPED&ANCE OF 600 OHMS & IS 
2/6/45 S-408-CCI-FRT CRY34-4276357 279745 CABV:SP-S336 2/13/45 C-7092 C2C:7560 
MAR. 45 CSEE ABOVE MAR. 45 REV 2-19-45 MAR. 45 
cuc- 49791 QcB cPpH- 49799  oco emx- 49806 
SOCKET PLUG CENTERTAPPED FOR BALANCED LINE OPERATION 
12 COXTACTS, POLARIZED. EACH RATED 10 2 POLARIZED BLADES. RATED 110-250V. AND A SECONDARY IMPEDANCE OF 6 OHMS TO 
AMPS AT 110 VOLTS. FLARED HOLE tn TOP BAKELSYE ENCASED IN STEEL CaP, MATCH LOUDSPEAKER VOICE COIL: FREQ, 
AND CABLE CLAMP IN CAP. HAS SIDE RANGE SUBSTANTIALLY FLAT FROM 150 TO 
LATCHES. 1800 CPS. 
2/6/45 S"AL2-CCT-FHT CRVEM-427850-5913 272745 61N11 61N4 
MAR. 45 502. REV 6 MAR. 45 
CARO- 49792 ANsveM-1 cex- 49800 ocod CNA- 49807 RBH-3 
JACK RECEPTACLE RECEPTACLE 
RE. 50 OHM EMPEDANCE. FOR USE WITH NAVY RATED §10-250V, POLARIZED. BAKELITE EN- CONSISTS OF NAVY TYPE -49202 FEMALE, 7- 
TYPE -49751 CONNECTOR. CASED §N STEEL CAP. PRONG RECEPTACLE ALTERED BY CONNECTING 
TERMENALS 1 AND 2 AND 3 ANDO 7 WETH 418 
BARE BUSS WIRE AND BY ADDITION OF WLP. 
BRASS KNOB. 
247/45  1PC-2200 CHZ3A-3200 2/82/45 GIFII GIFA 2413745 CNASSATIN96 CNAISAII196 
HAR. 45 assigna| = MAR. 45 ASSIGNED) MAR. 45 CPH:PF7S MOOLFIED SUB O 
Issue sS$UED 
[eae] MABHEARTHRE'S | SANIAPTRAIE, pare | MARANA? | SUNNTACTRNE cave | MARAGTRE SUA | 


665197 O - 45 - 58 


RESTRICTED 


NAVSHIPS 900,109 


Class 49—Head Telephones and Associated Apparatus 


BALLIN [vase assionuo ron | RIAN | HE [rinse assioneo von | RGR, | HUT [ease assronso ron | RAMESH, | 
G+ CYA- 8 RcB 
cuS- 49803 HK 6 MoD O 49815 CKV- 49822 AN/SPT-6A 


VACUUM TUZE SOCKET, RECEIVING 


TYPE: OCTAL MICA FILLES SOCKET. 
2413/45 CMG:9859 CAOS2A29545C 
MAR. 45 REv O 


cnG- 49808-A BN 

VACUUM TUBE SOCKET: 

OCTAL, SICA FILLEG SOCKET. 
49808 EXCertl DOES NOT 
EARS. 


SAME AS 
HAVE GROUND 


BLESS GROUND EARS 
2, 4/49 359 TYPE 4 
JUN, 45 GSEE ABOVE 


CFN-30363t-1 


cHU- 49309 TEB 


Ee SCREW aULES SPACED 
1/4" RADIUS FOR #8 SCREWS- 


APART OW 4 
FLUSH BASE ANGLE BRACKETS. 


2414445 
MAR. 45 


7326S SKETCH 


cua 49810 MK 6 HOD O 
JACK 
F(VE SPRING, TNO CIRCUITS, NORMALLY 
CLOSED, PHONE JACK. 
2013/45 CKAIS CAQS:429588C 
HAR. 45 REY O 
CHA- 49811 WCA-2 
PHONE 
CIRCUITS, NORMALLY CLOSED. DIA. 
iG 0.25" TO RECEIVE A 76 OR 76A 


MECROPHONE PLUG. 


2713745 96 CBMI746-13 


KAR. 45 ALT 0 
ceJ- 499832 TEeB, TEC 
SOCKET VACUUM TUBE: 


Acts, 
HEAVY SIDE WIPING 


CONTACTS OF 


BERYLLIUM COPPER. BOUBLE FILAteNT CON- 
TACTS FOR CARRYING HEAVY Cuaxxenls. FOR 


USE WITH TRANSFORMER ~-301464. 


2/16/45 
MAR. 45 


21198 CAT2S~42237 


CPH- 49913 QCA 

PLUS, MALE: 

8 CONTACT MECA BAKELITE 
EQUIPPE® WITH CA&LE CLAMP. 


INSULATION, 


2/16/45 PMB-11T C8M:746-357 
WAR. 45 ALT oO 


cPH- 49814 QcA 

PLUG, FEMALE: 

8 CONTACTS, MICA BAKELITE 
EQUIPPED WITH CAZLE CLAMP. 


INSULATION, 


wtTH THiST--LOCK DEVICE. 
120° 


OF 


590 WATT STEATITE OR PROCELAIN 


ANTENNA PLUG ASSEMBLY? 

CONSISTS OF A CMG TYPE 2745 FOUR-PRONG 
MALE PLUG, A CMG TYPE 1196 INSULATOR, 
A CMG TYPE 2711 PLUG SHIELD, AND THO 


#20 LACQUER WRAP CELLULOSE LEADS 8 3/8" 


LONG. 

2/17/45 CHL: 104065 
MAR. 45 iss. 0 

cei- 49816 Ss 

PLUG: 

9 PRONG VACUUM TUBE SOCKET, RETAINER 
RING. SAME AS +49506 EXCEPT DESIGIEO TO 
MOUNT ON PAWEL 0.044" TO 0.062" THICK 
INSTEAD OF 0,093" THICK. 


2/17/45 CPH:CP9TM CurBA-10T16 

MAR, 45 tSS. al 
-49817 RCB-1 

LOUDSPEACER: 

40 PERMANENT MAGHET TYPE. &NPUT IMPED- 

ANCE $009 O44S TO MATCH PLATS OUTPUT OF 


305 TUZE. VOICE COIL 
AND OC RESISTANCE 3,159 OHMS. 
SPONSE 210-450@ CYCLES, 
FORMER, PRI 
2/19/45 
WAR. 45 


FREQ. RE- 
INPUT TRANS~ 
HAS 3300 TURNS 730 E WIRE, 
COTI4-O%-11A CHL 285C009 
CAKC342S45 REV C 


“49317 
26 LAYERS AND SEC HAS 62 TURNS #24 E 
WIRE, 3 LAYERS, IiPUT 90 TO 11G VOLTS. 
230 TO 400 MILLiWATIS, 8 TO 


cxs- 49318 RcBe 
SOCKET 


HMPEDANCE 3.5 OHNS 


tO MILLIAMPS, 


: BROWN BAKELITE: 


FIXED MTG, PLATE. BRASS, HOT TIN DIPPED 
CONTACTS, FOR MOUNTING UNDERNEATH 
CHASSIS. 

2/19/45 2642 CHL:10A080 

MAR, 45 tSS. B 

ckG- 49819 sP-iM 

JACKS 

3 COWDUCTIR, OPEN CKT. 0.261 +.000 2.603" 


OAM OF CPENING TO RECEIVE A PL-58, 
0.242#.002-.001" CIA. PLUG. HOULDED IN 
BAKELITE. 

2/22/45 JK-37 CKG:40631 
MAR. 45 iss. G 

CavJ- 49620 sR-2 

JACK, SHORTING PIN TYPE? 


@NE SPRING CIRCUIT NORMALLY CLOSED. 


3/8/45 = #50 K-889016-1 
MAR, 45 sua | 


CKV- 49821 AN/SPI-6A 

CONNECTOR ASSEMBLY: 

CONDUIT MADE OF 3/4" LO. METAL WOVEN 
FLEXI3LE CONDUIT COVERED WITH RUBBER; 


CONNECTOR ASSEMALY? 

CONDUIT “ADE, OF I" WOVEN METAL CONOYIT 
COVERED WITH RUSZER; 6 S/16t1/2" LONG; 
HAS AN AN-3108-28-13P PLUG ON ONE END, 
ANO AN AN-3108-22-19S SOCKET ON THE 
OTHER ENO. 


2/19/45 A-100646-G13 A-100646-G13 
MAR. 45 REV 3 
CKV- 49823 AN/SPT-6A 


RECEPTACLE BOARD ASSEMBLY? 
LE GAKELITE BOARD; 2 PLUGS 
0.119" OLA WITH SLOT, 0,512" APART, 
15/a" X 1/2" X 35/32" BOARD WITH 1/2" 
LONG BRASS RODS RIVETED TO 30AR) ON SAME 
StDE AS PLUGS. BRASS 00S TAPPED FOR 
#6-32 MOUNTING SCREWS. MOUNTING CENTERS 


1/2" LONG, 


2/19/45 L-'00023-GI L-100023-G3 
MAR. 45 REV, 3 

ckyv- 49323 
1 178" APART. 


cuc- 49824 Sa 


JACK: 

FEKALS, PANEL MOUNTING, 18 RECTANGULAR 

CONTACTS. POLARIZED; PHENOLIC (NSULA- 

TION. CONTACTS RATED 45¥ 5 AMPS. 

2/20/45 S-318-AB M-427038/P3 

MAR, 45 Rev § 
-49825 080 

PLUG: 

MALE, 2 CONTACTS, RATED 10 AMPS, 250V, 

i5 AMPS, 125V CORO GRIP CAP. 

2/20/45 CHU-7057 CATALOG 

JUN, 45 CW1E95-019 

cuC- 49826 sa-1 

RECEPTACLE: 

FEKALE, PANEL MTG TYPE. 12 CONTACTS 

POLagiZED, PHENOLIC ENSULATION. CONTACTS 

RATED t1OV, 10 AMPS. 


*CYJ2SKI2-227 REV. O 


2/20/45 $-412-aB CLVIM-427917/P4 
JULY 45 REV 2 
cKG- 49827 sa-3 V7-P-5 


RECEPTACLE: 

SINGLE CONTACT, ACCOMMODATES THREE 1/87 
PRONGS; PHEVOLIC BASE CADMIUM OR SILVER 
PLATED TERMINAL. TIP AND SLEEVE. 


2/20/45 
MAR, 45 


F-86 CRV2K-884805/PI 


REV 2 


CAOR- 498286 080 
RECEPTACLE: 
CONSISTS OF FEMALE RECEPTACLE WITH TWO 


6 1H/t6" LONG; HAS AN AN=3103-22-4P "T" SLOTS, 1.593" OFA, RATED 10 AMPS, 
PLUG ON ONE END, AND AN AN-3108-22-4S 250 VOLTS, 15 AMPS 125 VOLTS, CHU TYPE 
SOCKET ON THE OTHER END, #7552, WITH SPECIAL PLATE AND RUZBER 
GROMMET. 
2/16/45 PFB-11T CBMS746-358 2/19/45 a-$00646-G12 A-100846-G12 
HAR, 45 ALT 0 assignia | MAR. 45 REV 4 aan ee CAORSHII76 
7 : ISSUED. af 1S3UED AA 48 
BATE MANUACTIAER'S SRANREASTURE DATE MAATARHBRS | CANTATA | pare | MRMMARUB'? | AANNIATTURGR | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


oA oh FIRST ASSIGNED FOR 


PEEL HSN 


EUR [Fins AssineD For 


OAR AISY 


3.49-43 


oat, ah FIRST ASSIGHED FOR RGR EISR 


CAOR- 49829 080 

RECEPTACLE: 

CONSISTS OF MALE, 20 AMP, 250V. PLUG, 

2 CONTACTS, 1.595" DIA, RATED 20 AMPS 
250 VOLTS, CHU TYPE #8808, WITH SPECIAL 
PLATE ANO RUBBER GROMMET. 


2/20/45 CAOR:HI077 
MAR, 45 


cuc- 49830 sa 

PLUG: 

18 CONTACTS, MALE, POLARIZED, METAL 
SHELL WITH CABLE CLAMP; RATED 45V, 
5 AMPS. 


2/21/45 P-34b8~CCT-L CRV2M-427038/P3 
MAR. 45 REV 1 


cuc- 49831 SA 

PLUG: 

33 CONTACTS, CA3LE CONNECTOR, MALE, 
POLARIZED, RATED 45¥, 5 AMPS. 


2/21/45 P-333-CCTL CRV2M-427038/P5 
MAR. 45 Rev 1 


cuc- 49332 SA 

PLUG: 

12 CONTACTS, MALE POLARIZED, PHEMOLIC 
INSULATION, RATED 110V¥. 10 AMPS. 


2/21/45 P-4t2-CCT CRVEM-427007/P2 
MAR. 45 REY 2 


cic 49833 SA-3 

PLUG: 

6 CONTACTS, FEMALE, POLARIZED, CA3LE 
CLAMP, RATED 180 VOLTS, tO AMPS. 


2/21/45 $-406-CCT CRVSM-427017/P5 
RAR. 45 REY 2 


cCOE- 49834 REF RA 10F 354 
SHEAR VALUE ADAPTER? 

BRONZE HOUSING WHICH ACCOMODATES A 

TYPE -49483 CONNECTOR PLUG CAN TYPE 
UG-167/U) AND A TYPE -49298 JACK CAN 
TYPE UG-23/U). PLUG 1S CONNECTED TO TYPE 
RG~18/U AND JACK 1S CONNECTED TO TYPE 
RG-8/U CABLE. 
2412745 82420 
MarR. 45 


CDESB2420A 


CKG- 49835 spP-iK 
JACK? 

2 CONDUCTOR, SHORT TYPE. TIP AND SLEEVE. 
DIAM OF OPE31NG 0.251" 40.001 OR ~0.000 
TO RECEIVE PL-55 TYPE PLUG 0.250" +0,000 
OR -0.001. 

OCwt 75-017 
*CBM;746-529, ALT O 
2/22745 CMH & CKG:CTE 
JUN. 45 JK-34-A GO 


CWALES-2999 & 
£S3000 * 


co- 49836 SA 7 

PLUG: 

TWO CONTACTS, POLARIZED, FEMALE, 11OV AC 
CAP BiA.. 17, LENGTH § 1/8", 


2/21/43 2718 CRV2K-67089/P2 
MAR. 45 REV 2 


CHG- 49837 SA-3 
PLUG: 
MALE, ONE CONTACT. PIN, SULVER PLATED. 


SHELL, CAOMSUM PLATED. 
2/21/45 K-823735/P4 
HAR. 45 REV. 6 


cHG- 49838 Qca 

SOCKET, VACUUM TUSE? 

OCTAL TYPE TO ACCOMMODATE AN 8-PRORG 
TUSE WHICH HAS ONLY 4 LiVE CONTACTS. 


3/9/45 6770 CuG:6770 
MAR, 45 REV. O 


CAE~ 49839 cbdu-60075 

PLUG: 

2 PIN RECESSED MALE IN STEEL SHELL. 
MOUNTS IN 1 5/16" DIA, HOLE, 1 9/16" 
HIG. CENTERS. 


2/23/45 CAES7868-K-7 
MAR, 45 CDU:9-64 


cic-- 49840 QeBe-t 

PLUG: 

4 CONTACTS POLARIZED, SILVER PLATED 
CONTACTS RATED 110 VOLTS, 10 AMPS MAX. 
CABLE CLAMP IN ENO. 


®CBM210000-25,26427 ALT O 


2/28/4> we404=CCE RSEE ABOVE 
MAR. 45 

Cic- 49840-a Qcu 

PLUG: 

4 CONTACTS, POLARIZED, RATID 10 AMPS 
MAX, 11Q VOLTS. SAME AS -49840 EXCEPT 


HAS SCREWS FOR LOCK TO ENGAGE WITH 
~49867~-A. 


3/15/45 P-404-CCE CRY 2W306623-184 
APR, 45 MOO REY 7 


cPH- 49841 MARK 36 
SOCKET: 
20 CONTACTS, MOLDED PHENOLIC. 


2/26/45 MIP-20M CGiK-7109617-2 
MAR. 45 REV O 


CPH- 49841-A MARK 36 
SOCKET: 
20 CONTACTS, HICA-FILLED PHENOLIC. 


2/26/45 MIP-20TM CGtK-7409617-1 
APR, 45 REV O 


csc -49942 JT 

PLUG: 

VALE 6 PRONGS. CONTACTS RATED 110V, 10 
AMPS. 


2/27/45 P-2406CCE 
MAR, 45 


CRVIW-ESEO62 
CHANGE 3 


cic- 49843 ur 

PLUG: 

MALE 8 PRONG, CONTACTS RATED ItOV, 40 
AMPS. 


2/27/45 P=2403CCE 
MAR, 45 


CRViW-131062 
CHANGE 3 


cc- 49844 SA 
RECEPTACLE: 
MALE, DOUSLE POLE. I10V AC, 


*COL:368 3700 00, REV O 
2720445 2711 CRY:K-30186/P1 
MAR. 45 Rev 1 * 


CY0- 49845 Sa-3 

RECEPTACLE: 

FEHALE, TwO 99U8LE SIDED SPRING CON- 
TACTS, 15 AMPS, 125 VOLTS, 10 AMPS~AT 
290V, HAS "I" SLOTS. BROWN BAKELITE. 


2/20/45 44i1 CYOsK-8852017Ph 
MAR, 45 Rev. 0 


cuA- 49846 so-! 17-P-5 
JACK, PHONE? 

SUNSLE CIRCUIT TIP & SLEEVE TYPE. DIA. 
OF OPENING, 3/8", 


*9S5012-L-ALT 10 CRPIS-76-3904 SS 1 


2/23/45 9$5004L FSEE ABOVE 
MAR. 45 
-49847 st RE 13A 481 


JACK TELEPHONE: 
3 OPEN, | CLOSED CIRCUIT, 5 SPRINGS. 


2/20/45 SimtlaR TO CRV:2130994 
MAR. 45 CMA #705 sus 3 


“49848 sT RE 135A 481 
JACK TELEPHONE: 
2 CIRCUIT, NORMALLY OPEN. 


2/20/45 CMALFSC-28 CRY3130994 
BAR, 45 SuB 3 


-49849 Jt RE 134 48t 
JACK TELEPHONE: 
4 SPRING, 2 CIRCUIT NORMALLY OPEN. 


2/20/45 CHAI4A CRViw-131034 
MAR. 45 Suse 3 


cuc- 49850 ur 

SOCKET: 

6 CONTACTS, CONTACTS RATED I10V¥, 10 
AMPS FEMALE. 


2/27/45 $+2406 
NAR. 49 


CRVIW~ES1062 
CHANGE 3 


DATE 


MATS 
RESTRICTED 


BANE RB 


OATE 


MOUACTHRRRS | RANNTACTIRE TR 


NAYSHIPS 900,109 


Class 49—Head Telephones and Associated Apparatus 


SOCKETS: 
8 CONTACTS, CONTACTS RATED 110¥, 10 
AMPS FEMALE. 


2/27/45 $-2408 CRV2W-131062 
HAR. 45 CHANGE 3 

-49852 41 RE 13 481 
JACK, PHON 


3 cirkcvir, 1 CIRCUIT CLOSING. 


2/27/45 
BAR, 45 


CMA3703-B8 CRVswW-t31036 


CHANGE 2 


cavs- 49853 so-s 

JACK, PIN TIPS 

SINGLE CIRCUIT, TIP AND SLEEVE. TO RE- 
CEIVE A 9/64" DIA, PHONE TIP PLUG. 


2/28/45 50 
MAR, 45 


CRP276-S5006GE 
SUB O 


cuF- 49354 so-3 

CONNECTOR: 

SINGLE SILVER PLATED CONTACT. FOR USE 
Wilt COAXIAL CABLE. HAS MEDIUM KNURLED 
24 THREAD COUPLING RING | 1/8" LONG. 


2/28/45 
MAR. 45 


14806 MOOD. CRPIV79-505362 


Sus 2 


erpe-49855 So-1 

RF. CONNECTOR: 

WAVEGUIDE RESONANCE CHAYB8ER COUPLER 
ASSEMBLY WITH BERYLLIUM COPPER PROBE. 
CONNECTED TO ANTENNA RESONANCE CHAMBER 
BY COAXIAL CABLE. 


CRPsA-4J510- 
L3451,. REV C 


2/28/45 4319-34 


MAR, 45 


CHX- 49856 REE 

LOUDSPEAKER: 

§ THCH. PERMANENT MAGNET TYPE, WITH VOICE 
COIL FMPEOANCE OF 4 OHYS AT 1000 CPS. 
FREQUENCY RESPONSE SUBSTANTIALLY FLAT 
OVER 200 TO 5000 CPS. RATED OUTPUT: 2 
WATTS, CONE 1S MOISTURE RESISTANT TREAT- 
EO. SPEAKER IS MOUNTED ON FRONT PANEL OF 


3/1/45 CMxX35A450 C2C252359-8 
MAR, 45 C2C375239 ISSUE 3 
cux- 49856 


TYPE CZC-46270 RADIO RECEIVER AND 4S 
USED AS A MONITOR SPEAKER. 


CaG- 49857 sSp-iN 

JACK BLOCK ASSEMBLY: 

THIS ASSE“3LY CONStSTS OF A BLOCK ANDO 
TWO CAG TYPE 4674-9 JACKS 1.187" APART. 
TO 8E USED WITH PLUG BLOCK ASSEMBLY 
TYPE NUMBER -498658, 

BCGIK°56N642 Pl REV 14 CG3K-56U405 
CG2K-$45698 


PLUG BLOCK ASSEMBLY? 

THiS ASSE“3BLY CONSISTS A BLOCK AND TWO 
CAG SANANA TYPE #674-P PLUGS, 1.137" 
APART, TO BE USED WITH ASSEMBLY JACK 
BLOCK TYPE +49857 OVERALL DIMENSIONS 
147/64" x 9/16" X 5/8", 

MesrK-rouea2a Pi REV, 1 COSK-S4J7E7 
3/5/45 674-P CG:K-54 4697 
MAR. 45 *SEE ABOVE 


cMG- 49859 sp-1M 

SOCKET, VACUUM TUBE: 

SUGHT CONTACTS. BAKELITE BASE. PLUG IN 
TYPE. 


3/6/45 9972-0 CRVEK-87167 P2 
HAR, 45 REV 6 
crP- 49860 sGa/sG-1 


RECEPTACLE, MALE: 

SINGLE CONTACT: FOR WALL MOUNTINGS HAS 
COUPLING THREADS. SAME AS AN TYPE 
3100-16S-3P, EXCEPT FOR ADOITION OF 

TWO 0.040" HOLES AND ROUNDING OFF EDGES 
OF FLANGE, 


3/7/45 81-5036-2 CRPSDLG81-5036-2 
MAR. 45 REV 2 
crP- 49861 SGa/sc-1 


CONNECTOR ASSEMBLY? 

CRYSTAL MIXER ADAPTER RECEPTACLE OF 
BRASS, CADMINIM PLATED WITH POLYSTYRENE 
TNSULATION. 


3/7/45 = 51-5678-1 CRP:0UGS!-5678/GI 
MAR, 45 sue 9 
cG- 49862 SP-IM 


PLUG INTERLOCK, (MALE): 

CONSISTS OF TwO PINS WITH A SHORTING 
BAR BETWEEN THEM, DIA. OF PIN -0.136". 
TO BE USED WITH ~49863. 

BCGIV-S33102 REV O. COSVS3598 REV O, 
CG3K545379 REV 1 CGIKS4I372 REV 2. 


3/8/45 
MAR, 45 


SEE ABOVE 


CG- 49863 SP-1M 

INTERLOCK RECEPTACLE (FEMALES 

TWO CONTACTS RATED 1/4 AMP, AT 185 VOLTS 
SHORTING BAX BETWEEN CONTACTS. TO BE 
USED WITH -49862, 


BCGSVSSJIO! REV 1 K~54J373 REV O 


3/8/45 
MAR, 45 


WSEE ABOVE 


cRV- 49864 Sa-3 

RECEPTACLE: 

SOCKET RF TUZE ASSEMBLY CONSISTING OF 
COP ASSEMBLY RING SOCKET (NTO ha 
49375) CABLE RESISTOR CNTO- 
63360) CAPACITOR (C-1407) ANO Tinned 
COPPER WIRE. AWGY20 3/4" LONG. 
#M-440388G-S01 REY 1 

3/8/45 H-440388CT-502 
MAR. 45 REV Iw 


cEB- 49865 UF 

SOCKET, VACUUM TUBE: 

RECEIVING TYPE, 8 CO'ITACT, OCTAL BASE 
MOUNTING TYPE. BLACK SAKELITE BASE, 
CADMUIM PLATED PHOSPHOR BRONZE CONTACTS, 
WITH THO 125" DIAMETER BOUNTING HOLES. 


[RAMA rast assiowsn ror | SA SRNNSA | SENET, [nese astoneo rox | HAMANN, | | SMUT [rar assionen ror | oi PhGhOHy 
cic- 49851 st caG- 49858 Sp-tn cic- 49866 sv 


SOCKET? 

RECEIVING TYPE, POLAREZED SOCKET, 2 
PHOSPHOR BRGNZe CONTACTS RATED § AMPS, 
45 vOLTS. 


*CG3K-56J722 REV QO, CO:366-2020-00 REV | 
3S/9s4ao S-502-AB CwsZa-10214-4 
MAR, 45 ° (Ss. 3 iad 


cic- 49867 sv 

PLUG: 

2 PRONG, POLARIZED, 2 PHOSPHOR BRONZE 
PRONG FOK PANEL MIG. PRONGS RATED 45V¥ 
6 A 


3/9/45 P-502-AB CwSBA-10214-10 
MAR. 45 (Ss. 3 


cw- 49868 sv 

JACK ASSEMBLY? 

CONSISTS OF 8RASS BODY, GOLD PLATED, 

& PROSE INSULATED WITH POLYSTYRENE 8097 
HAS $/8-24 THREAD TO PERMIT TERMINATION 
OF RG-5/U CABLE. UG-3/U SAALL PHOSPHOR 
BROUZE PEN TO PREVENT ASSEMBLY FROM -RO- 
TATING. 

3/9/45 BL-23653 DWsBL25653-1 
MAR. 45 ISS. f 


cex#- 49869 so 

RECEPTACLE: 

COAXFAL, SINGLE CONTACT. FOR #72 ANDO 
#72C CABLE. SAKE AS -49568 EXCEPT HAS 
SHIELO. 


3/10/45 93CL CRV2P-720914-3 
MAR. 45 REV. O 


cpH- 49870 s0d-3 

RECEPTACLES 

4 CORTACT, FEMALE, MOUNTS IN 7 1/4" HOLE 
UN PANEL UP TO 1/2" IN THICKNESS. 


3/12/45 92C CRVtM~440019-2 
MAR. 45 Sue t 


cPH- 49871 sp-3 

RECEPTACLE? 

4 CONTACTS, MALE. PHOSPHOR @P0NZE CON- 
TACTS TO CARRY 10 AMPS AT 250 VOLTS, 
15 AMPS AT 125 VOLTS, 


3/12/45 92m CRV:M-440019-1 
MAR, 45 sual 


ctc- 49872 sp-3 

JACK: 

LONG FRAME TYPE WITH 0.2515" DIA. 
OPENING TO RECEIVE A TWO-WAY PHONE PLUG 
0.247" DIA. 


3/12/45 3-337 CRVEK-B75177-1 
MAR. 45 Sus t 


-49873 GEN. RADIO USE 
HANDSET CORO: 
5 COMOUCTIZR, UNSHIELOEO -20 FT. LONG. 
TYPE MMOP-S IN ACCOZDANCE WITH BUSHIPS 
AD INTERIM SPECIFICATION 15C-1 CENT). 
SAME AS TYPE -49118 EXCEPT FOR LENGTH. 


3/5/45 674-0 SEE ABOVE 3/3/45 12-8 CWrBA-10243 ener 
MAR. 45 ASSIGNED MAR, 45 SS. 2 ASSIGNED 
ISSUED ISSUED 
[oars [SHASTRI [care | MARUEAETHA'ST ANHIACTER, [eave |__ RVRARTVARE? CAMA | 


NAVSHIPS 900,109 RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


patio First assignap Fox | NAY EBAMING 


3.49-45 


[RARE [rr assicuro von | HAARONG, | 


| 


DAY TIRE, FIRST ASSIGNED FOR [ RSH, | 


CMA- 49874 UL 

PHONE PLUG: 

2 WAY PHONE PLUG, BAKELITE SHELL. OVER- 
ALL 2.3/4" LONG X 23/32" DIA TO TAKE 
3/8" CABLE. 


3/82/45 #75 CATALOG 
WAR. 45 


ceH- 49875 vF 

RECEPTACLES 

2 CONTACT, CIRCULAR, FOR MOUNTING ON 
3/16" THICK PANEL, MATERIAL ¢S BLACK 
PHENOLIC. 


3/13/45 GIF-3/16 
RAR. 45 


CRPS81-5069 


ced- 49876 vF 

RECEPTACLE 

FIFTY 1O-AMPS. CONTACTS AND TWELVE 30- 
AMP CONTACTS 1N PHENOLEC PANEL. FOR USE 
WETH NAVY TYPE +49877 PLUG. 


3/13/45 DPR62-33 
MAR. 45 


CRPS81-5062 


ceo- 49877 VF 
PLUG 
FIFTY 1O0-4MP CONTACTS AND TWELVE 30-AMP 


CONTACTS ON PHENOLIC PANEL. FOR USE WITH 


NAVY TYPE -49876 RECEPTACLE. 


3/13/45 OPR-62-34 CRP379-5063 


MAR. 45 


ceo- 49878 VE 
RECEPTACLE 


FORTY 15-ANP CONTACTS IN PHENOLIC PANEL. 


FOR USE WiTii NAVY T¥PE -49879 PLUG. 


3/13/45 DPR-40-33 CRP 281-5063 


MAR. 45 


ceo- 49879 VE 
PLUG 


FORTY 15-AMP CONTACTS ON PHENOLIC PANEL. 


FOR USE WITH NAVY TYPE -49878 RECEPTA- 
CLEe 


3/13/45 DPR-40-34 
MAR. 45 


CRP379-5064 


crv- 49880 MAR 
CRYSTAL OVEN SOCKET 


CONTACTS FOR 10 CRYSTALS, AND TWO HEATER 


CONNECTIONS FOR OVEN; PHENOLIC BASE. 


313745 W-433174 M-433174 


MAR. 45 REV 2 


cGc- 49881 MAR 
PHONE JACK 
ONE CIRCUIT, RUBBER SEALED. 


3/13/45 1X41853 M-4326280°2 


MAR. 45 REV I ASSIGHID 


cGG- 49882 MAR 

TELEPHONE FACK 

TwO CURCUIT, NORMALLY OPEN; RUBBER 
SEALED. 


3/13/45 1X41851 H-438280-5 
HAR. 45 Rev i 


crv- 49883 MAR 

CONKECTOR ASSEMBLY, TRIPLER 

CONSISTS OF A SOCKET FOR A 2039 HEATER 
TUBE, AND FEED ASSEMBLY, WITH TRIPLER. 


3/04/45 He433594 H-433594 
MAR. 45 Rev i 


cRV- 49884 MAR 
CONNECTOR ASSEMBLY 
CONSISTS OF SOCKET FOR 2C39 HEATER TUBE 
AND FEEO ASSEMBLY. 


3/14/45 M-439134 W-439134 
MAR. 45 REV O 


cuG- 49885 MAR 

CRYSTAL HOLDER SOCKET 

2 CONTACTS: MICA FILLED CASTING; ONE 
MOUNTING HOLE. 


3/14/45 98I6-FV CMD 3XQ-2 
MAR. 45 


cHu- 49886 acu 

RECEPTACLE, MALE 

2 CONTACTS, POLARHZED, TWIST-LOCK. CON- 
TACTS RATED 20 AMPS 250 VOLTS. FLUSH 
BASE; NICKEL-PLATED METAL CONTAINER. 


3/14/45 9105 CRViW-305056-16 
MAR. 45 REV 33 


cuc- 49887 GEN. USE 

SOCKET 

4 CONTACTS, POLARIZED; SILVER PLATED 

CONTACTS RATED 10 AMP MAX, 110 VOLTS. 
CABLE CLANP IN TOP AND FLARED HOLE IN 
TOP. 


3/15/45 S-40-4-CCT-FHT 
HAR. 45 


cic- 49887-A acu 

SOCKET: 

4 CONTACTS, POLARIZED; SILVER PLATED 
CONTACTS RATED 10 AMPS MAX, 190 VOLTS. 
SAME AS -49887 EXCEPT HAS LOCK TO ENGAGE 
WETH -49840-A, 


3/15/45 S-404-CCT-FHT CRV:W-306628-185 
APR. 45 MOD REV. 7 


cHu- 49888 acu 

PLUG, FEMALE 

2 CONTACTS, POLARIZED, THIST-LOCK. CON- 
TACTS RATED 20 AMPS 250 VOLTS. BaXELITE 
BODY. CLAMP FOR CORD 0.406" TO 0.625" 
DIAMETER. 


3415/45 7224 CRV3W-303056-20 
MAR. 45 REV 11 


ASSIGNED 


IssuED 


cre- 49889 LU-3 

PHONE JACK 149195 ADAPTER 

CONSISTS OF TUBULAR CASE TO TAKE PHONE 
PLUG WN ONE ENO AND HAS NAVY TYPE -49195 
ON THE OTHER END. 


*Dm-1034, ISS A 
3/19/45 AS11451 CRBTAS-1451 
MAR. 45 tss 0 * 


-49890 AN/SPR-2,2A 
COAX#AL TO WAVEGUIDE ADAPTER 
FOR ADAPTING A 1 172" X 3" WAVEGUIDE TO 
A TYPE N FOR RG-8/U OR RG-9/U CABLE. 
FOR FREQUENCY RANGE OF 2500 TO 5100 HC 
WITH STANOING WAVE RAT{O OF LESS THAN 
2 70 te 


3716/45 
MAR. 45 


cakz2-49391 TDY-2/3 

RIGHT ANGLE FITTONG 

50 OHMS, WEATHERPROOF. SUPERSEDES TYPE 
=49552, HAS IMPROVED PERFORMANCE FOR 
HIGHER FREQUENCY OPERATION, ACCOMPLISH- 
ED BY A CURVED PORTION tNSTEAD OF AN 
ABRUPT RIGHT ANGLE PORTION, MAINTAINING 
A MORE NEARLY CONSTANT SURGE (MPEDANCE, 
3/17/45 CAK2:6062 K-7110550 

MAR. 45 


CakzZ- 49891 
HAS DIFFERENT DIMENSIONS THAN TYPE 
+49552 BUT WILL FIT THE SAME TYPE OF 
CABLE. 


cHu- 49892 HARK 36 REISAS24 
VACUUM TUBE SOCKET 

RECEIVING TYPE, 4 PIN JUMBO BASE, BAY- 
ONET TYPE; BASE MATERIAL, STEATITE; SIL- 
VER PLATED ‘CONTACTS. USED WITH TYPE 
-40352. 


3/17/45 E1736-1 CG3M-74754935-1 


MAR. 45 REV O 
ceEO- 49893 TCS SERIES # 
CONNECTOR 


16 CONTACT MALE, WALL MOUNTING TYPE, HAS 
FOURTEEN 10 AMP. CONTACTS TO RECEIVE 496 
GAUGE WIRE AND TwO 30 AMP. CONTACTS TO 
RECEIVE HtO GAUGE WIRE. BASE MATERIAL 4S 
ALUMINUM ALLOY. FOR USE WITH EITHER NAVY 
FCKPS2C-1020 REY 0. 

3/19/45 SK-C16-32S COL:371 3060 00 
MAR. 45 REV 1 - 


cep- 49994 TCS SERIES 

RECEPTACLE 

16 CONTACT FEMALE, ANGLE TYPE. HAS FOUR- 
TEEN 10 AMP. CONTACTS TO RECEIVE 416 
GAUGE WIRE AND TWO 30 AMP. CONTACTS TO 
RECEIVE IO GUAGE WIRE. BASE MATER(AL S 
ALUMENUM ALLOY. *FOR USE WITH NAVY TYPE 
RCKPSPL-10isB REV 5S 

3419/45 SK-C16-23 1/2 COL:371 3070 00 
MAR. 45 AC Revi «# 


cED- 49894 
-49893. 


(are [SWAB [BAPTA 


pare | ARYEAGTHRRY'S | MAWATATRULEN 


care | MARUEACTUREES | AANHTACTNAER 


RESTRICTED 


| NAVSHIPS 900,109 
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| pRALR NO | FIRST ASSIGNED FOR 


olay. tS. [rast assignen FoR | oN ASE GRANTS, | 


| 


FIRST ASSIGNED FOR | ASL GRAYING, | 


veoh ation 


cep- 49895 TCS SERIES 

RECEPTACLE 

16 CONTACT FEMALE, STRAIGHT TYPE. HAS 
FOUR 


GAUGE WIRE AND TWO 30 AMP. CONTACTS TO 


RECEIVE #10 GAUGE WIRE. BASE MATERIAL IS 


ALUMINUM ALLOY. FOR USE WITH NAVY TYPE 


-49893, 

3/15/45 SK-C16-21 142 COL2371 3080 00 
MAR. 45 AC REV I 

ceo- 49896 TCS SERIES 

CONNECTOR 

9 CONTACT MALE. WALL MOUNTING TYPE. CON- 
FACTS RaftO FO AMPS, TO RECEIVE 416 


GAUGE WIRE. BASE MATERIAL 1S ALUMINUM 
ALLOY. FOR USE WITH EITHER NAVY TYPE 
-49897 OR +-49898. 

BCKPiRC-1019 REV O 


3419745 CK-9-325 coL:371 2110 00 
HAR. 45 REV 6 * 
cep- 49897 TCS SERIES 


RECEPTACLE 

9 CONTACT FEMALE, ANGLE TYPE. CONTACTS 
RATED 10 AMPS, TO RECEIVE 416 GAUSE 
WHERE. BASE MATERIAL 1S ALUMINUM ALLOY. 
FOR USE WITH NAVY TYPE -49896. 


RCKPSPL-1OU7A 


3419/45 Gn-9- 23 1/2 AC COL:371 2150 00 
MAR. 45 REV 2 * 
ceo- 49898 TCS SERIES 


RECEPTACLE 

9 CONTACT FEMALE, STRAIGHT TYPE. CON- 
TACTS RATED FO AMPS, TO RECEIVE 416 
GAUGE WIRE. BASE MATERIAL 1S ALU*E SUM 
ALLOY. FOR USE WITH NAVY TYPE -49896. 


BCKPSPL-1OI6A 
3/19/45 GK-9-21 172 AC 


MAR. 48 REV 2 * 


cep- 49399 TCS SERIES 
CONKECTOR 

12 CONTACTS MALE. WALL MOUNTING TYPE. 
CONTACTS RATED 10 AMPS TO RECEIVE 716 
GAUGE WIRE. BASE MATEREAL 1S ALUMINUM 
ALLOY. FOR USE WITH E1THER NAVY TYPE 
-49900 OR -49901. 
BCKPSRC-1621 REV O 
BUSS445  GK-12-525 


KAR. 45 REV 2 * 


ceo- 495900 
RECEPTACLE 
12 CONTACT FEMALE, ANGLE TYPE. CONTACTS 
RATZO 10 AMPS, TO RECEIVE “16 GAUSE 
WIRE. BASE “MATERIAL FS ALUMINUM ALLOY. 
FOR USE WITH WAVY TYPE -49899. 


TCS SERTES 


*#CKPSPL-1O0E3A 
3719745 GK-t2-23 172 


MAR. 45° ac REV 2 = 


ceo- 49901 
RECEPTACLE 
V2 CONTACT FEMALE, STRAIGHT TYPE. CON- 
TACTS RATED 10 AMPS, TO RECEIVE “16 

GAUGE WIRE, BASE MATERIAL ES ALUMINUM 
ALLOY. FOR USE WITH WAVY TYPE -$9899. 


TCS SERIES 


NCKPSPL-1O012-A 
3419/45 GK-12-2) 12 


MAR. 45 AC REV 2 -. 


cHu- 49302 TCS SERIES 

CONNECTOR, FEMALE 

2 COLTACTS, POLAVEZED, RATED 10 AMPS, 
250 VOLTS, 15 AMPS, 125 VOLES. CAN BE 
USED WhTtH -43757. C@RO HOLE 0.406" Oth, 


10 AMP. CONTACTS TO RECEIVE #16 


COL3371 2140 00 


COLI371-204C-008 


COL:371' 2130 00 


COL:371 2120 00 


cc- 49903 Tes SERIES 

CONNECTOR, FEMALE 

2 CONTACTS, POLARIZED. RATED 10 AMPS, 
260 VOLTS, 15 AMPS 125 VOLTS. CORO HOLE 
0.35" Did, CAN BE USED WITH -$9844. 


MCKPIRC-12476 12/78/43 
3419/45 2981 
MAR. 45 


cOL:368 0002 00 
REY O sf 


cep- 49904 
PLUG, MALE 
8 CONTACTS RATED 30 AMPS T® ACCOMMODATE 
#8 SOLID OR #10 BSS STRANDED WIRE. WORK- 
(NG VOLTAGE 50 VOLTS AT 30 AMPS, $00 
VOLTS AT O43 AMPS. TERMINALS TO BE ENTER 
CONNECTED WITH 416 AWG TENNEO COPPER 
*CKPSRC-12492 REW 2 


TSC SERIES 


3/19/45 DP-8-34 cOL:370 2004 00 
MAR. 45 Rev 2 * 
cep~ 49904 


WIRE AS FOLLOWS: 1 TO 6, 2 T0 5. 3 TO 7, 
AND 4 TO 8. FOR USE WITH WAVY TYPE 
-49905. 


ceo- 49305 TCS SERIES 

RECEPTACLE, FEMALE 

B CONTACTS RATED 30 AMPS, TO ACCOMMODATE 
#8 SOL10 OR #10 88S STRANDED WIRE. WORK- 
{NG VOLTASE 50 VOLTS AT 30 AMPS, 500 
VOLTS AT 0.3 AMPS. FOR USE WITH NAVY 
TYPE -49904, 

#CKPERC-12493 REY 2 


3419/45 DP+8-33 coL:370 2002 00 
MAR. 45 REV 2 * 
ceo- 49906 TCS SERIES 


PLUG, MALE 

6 CONTACTS GATED 30 AMPS, TO ACCOMMODATE 
PR HSS SOLED OR “FO B3S STRANDED WIRE. 
WORKES VOLTASE 60 VOLTS AT 30 AMPS, SOO 
VOLTS AT 0.3 AMPS. TER“ENALS T® BE tiv- 
TEXCINNECTED WITH 416 aWwG TINNED COPPER 
RCKP2RO-12490 REV I 


S/ifs5  DP-6-34 COL:370 2003 09 
MAR. 45 REV} 

ceo- 49906 
WIRE AS SOLLOWS: { TO 5 TO 6 AND 2 50 3. 


FOR USE wiTM NAVY TYPE -49907. 


ceo- 49907 TCS SERIES 

RECEPTACLE. FEMALE 

6 CO.TACTS RATED 30 ANPS, TO ACCOMMODATE 
7&8 BSS SOLID OR #10 B&S STRANOED WIRE. 
WORKING VOLTAGE 50 VOLTS AT 30 AMPS, 
500 VOLTS AT 0.3 AMPS. FOR USE WITH NAVY 
TYPE -49906. 

®CKPIRC-12491 REV 1 

3413/45 0P-6-33 COL:370 2001: 00 
HAR. 45 REV I* 


cw- 49908 ue 

LOUDSPEAKER PANEL ASSEMBLY: 

AS L PANEL P19 XxX 7" ON WHICH 4S 
MOUNTED A TYPE CJS-49135 LOUDSPEAKER. 


enz- 49909 
PHONE JACK: 
THREE CIRCUIT, THO SPRING. TIP RING AND 
SLEEVE, O1A. OF OPENING 0.2085" + 0.0005" 
TO RECEIVE NAVY TYPE -49007 PLUG 0.2055" 
UN DIA. IS SUPPLIED WETH REO BAKELITE 
WASHER, METAL WASHER AND NUT. TO BE 
FUNGE RESISTANT. 

3/19/45 SK-43A cOL:358t10000 
BAR. 45 SiG. CORPS TYPE REV. t 


TOS-12 


crc-49940 
PHONE JACK: 
TeQ CONDUCTOR, TIP AND SLEEVE. DIA. OF 
OPEHING 0,252" TO RECEIVE A PLUG 0.25" 
HN DIA. T@ WITHSTAND 200 #R. SALT SPRAY 
TEST. 


TCS -t2 


3/19/45 J-259 Cot +356108000 
MAR. 45 Rev | 


ceN- 49911 Tes SERIES 

CRYSTAL HOLDER SOCKET: 

6 CONTACTS IN TWO SETS OF 3 IN GRADE G@ 
UNGLAZED CERAMIC BASE. FOR MOUNTING 
ETHER ON TOP OR UNDERNEATH CHASSIS. 
CONTACTS ARE PRONG CLIPS, CADMIUM PLAT- 
ED. FOR USE WITH TYPE 1G CRYSTAL HOLDER. 


3/19/45 coL:22081 5000 
MAR. 45 RE¥ 2 

csrR- 49912 LAF-3 

AC. PLUG: 


3 PRONG, TWIST-LOCK WITH CORD CRIP IN~ 
SERT FOR $/8" DIAMETER CABLE. 4S tOENTI- 
Cal TO -49125 EXCEPT THAT tf IS FOR RE- 
VERSED SERVICE. 


3/21/45 F-9701 CABLIH45DS8876-1 
MAR. 45 CHANGE 0 
csR- 49913 LaF-3 


A.C. RECEPTABLE: 

3 PRONG, THISTLOCK 3S MOUNTING BRACKETS 
FOR FLUSH MOUNTING, IS FDENTECAL FO 
749126 EXCEPT THAT #7 #S FOR REVERSED 
SERVICE. 


3/21/45  F-9700 CABLIH450S 8878-2 
HAR. 45 CHANGE 0 
crp- 49914 ° sca/sc-i 


CAaLE CONNECTOR: 

COAXIAL. BODY OF BRASS, SILVER PLATED. 
BERYLLEUM COPPER CONTACTS. MOUNTED BY 
SCREWS. 


3/20/45 
MAR. 45 


51-S731-GI CRPSOLG-St-G731-3 


SuB 4 


co- 49915 Sa-3 
JACK ASSEMBLY: 
CONSISTS OF TIP AND SLEEVE JACK WITH 
3/8" DIA, OPENING TO RECEIVE TYPE T OR 
Tm PLUS 23/64" DIA, COVER FOR TYPE T-1m 
JACK BOX. CAP, RUBBER GASKET, CHAIN AND 
CONNECTOR, RIVET. ANO 2 HOLDING DOWN 
SCREWS. 
3/21/45 T-1M 
MAR. 45 


CRVIM-427576-1 
Rev O 


ceH- 49916 St-! 

RECEPTACLE? 

2 CONTACTS, MALE, SHIELDED. BAKELITE 
IySULATION, FOR PANEL MOUNTING. CONTACTS 
ARE CaAOMIUM PLATED BRASS. FOR USE RITH 
NAVY TYPE -49917. 


3/21/45 PC2M 


3/8/45 6030 COL:368 2000 3/19/45 H-337-205 H-327-205 i. CWrBa-1O231-5 

MAR. 65 REV O assur; HAR. 45° FIG D FIGURE 0 eT ee Iss. 3 

estes een = ms | “issue ISSUED at , jee a ters 
L___care | MSBHARTHAEE'S TAVATACTUNES. | care | UWAGTHAAES [SMAI cart | MSE? | AWHAFRA_| 
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3.49-47 


SORTS, [nase asso ror | martes, | [ ounetaath. [ruse asiono rox | oar, | 


Nay 
STAY RE, FIRST ASSIGNED FOR | ONE GRAY | 


cPH- 49917 StL-I 

PLUG: 

2 CONTACTS, FEMALE. SHIELDED. BAKELITE 
(&SULATION. CONTACTS CHROWE PLATED BRASS. 
FOR USE WITH NAVY TYPE -49916. 


3/21/45 «C24 CWrBA-10251-4 
MAR. 45 Iss. 3 


cuc- 49918 VF 

VACUUM TUZE SOCKET (RE- 

CEIVING TYPE) 8 CONTACTS, PHOSPHOR 
BRONZE, SILVER-PLATED. BODY 1S GRADE G 
CERAMIC, MICA FILLED. FIXED MOUNTING 
PLATE UNDERNEATH CHASSIS MOUNTING. 


3/21/45 9829 CRP381-5041-2 
MAR. 45 


crV- 49919 ReB/RBC 

RECEPTACLE? 

9 COHTACTS, FEMALE CONNECTOR, FOR WALL 
MOUNTING. SAE AS AL3I02-28-4S EXCEPT 
HAS 0.170" MIG. HOLE COUNTERSUNK ON 
FACE OF FLANGE NEAR THREADED END. 


3/21/45 AN3102-28-45 CRV3K~+866555-2 
MAR. 45 MODIFIED SUa 4 


cHG- 49920° sr-2 

OIHEPTAL SOCKET: 

14 CONTACTS, PLUG IN, CIRCULAR TYPE, 
PHENOLIC BASE. SAME AS 49348 EXCEPT FOR 
SIZE. 


3/22/45 #9453 CRV3M~4300353-2 
MAR. 45 REV. 4 


CFD~ 499214 LXx-t 

SOCKET, OCTAL: 

BAYONET PIN TYPE OCTAL SOCKET. MOULDED 
BAKELI MEOtum St - 11/2" BETWEEN 
MIG. HOLES. FUNGUS PROOFED ON BOTTOM 
PLATE ONLY. 


3/22/45 CFD:180-338-1 
MAR. 45 


ce- 49922 SC-4 

VACUUM TUZE SOCKET: 

2 CONTACIS, TENSHON TYPE WITH SOLID0 
SILVER CONTACHE STREP, FOR OSCILLATOR 
TUBE CIM TYPE ¥T-227A, USED WITH THO 
CAPACITORS, WHICH ARE WOT INCLUBED IN 
THIS DESIGNATION. 


3/22/45 CGsML-7467688-G1 
HAR. 45 REV. 4 


cc- 49923 5e-4 

VACUUM TU3E SOCKET: 

NAVY TYPE -49573 OCTAL TYPE WITH 3 TER- 
MUNALS REFOVEO, STEATITE BASE WITH 
SILICON VARNISH. HAS REMOVABLE RETAINER 
RING. 


3/22/45 CPH:SS-8 CG:K-7895207-1 
MAR, 45 MODIFIED REV QO 


cuG- 49924 sR-2 

SOCKET, OCTAL 

g CONTACTS. OCTAL TYPE, MICA FILLED 
PHESOLIC BSSE MOLDED ITN STEEL MOUNTING 
PLATE 11/2" MOUNTING CENTERS. 


3422445 #9875 CRVIP-7139859-8 
MAR. 45 REV 2 


ASSIGNID 
IssuED 


cYp- 49925 Sa-3 

PLUG MALE 

THO CONTACT BLADES. CONTACTS RATED 10 
AmPS. AT 125¥ DC, 5 AMPS. AT 250V OC. 
BLADES TO BE 1/16" THICK SILVER PLATED. 


3423745 5500 CRVEK-99TI9SP2 
MAR. 45 REV 2 


cYD- 49926 Sa-s 

RECEPTACLE, FEMALE 

THO CONTACTS, RATED 10 AMPS. AT 125V DC, 
5 AMPS AT 250V DC. SILVER-PLATED CON- 
TACTS. 


3723745 5500 CRVIK-99119/P3 
HAR, 45 REY 2 


Cyo- 49926-A SA-3 

RECEPTACLE, FEMALE: 

TwO CONTACTS, RATEO 10 AMPS AT 1254 OC, 
5 AMPS. AT 250VOC. SILVER-PLATED CON- 
TACTS. SAME AS -49926 EXCEPT FOR 2 HOLES 
IN CAP SO THAT PLUG CAN BE INSERTED tN 
REAR OF RECEPTACLE FOR SHORTING OR 
TESTING. 

4/26/45 5800 CRVIK-G91I9/P3 
JUN. 45 REV 2 


CUF- 49927 fas-8 

VACUUM TUBE SOCKET 

8 CONTACTS, 1 27/32" MTG, CENTERS. BAKE- 
LiTe CLOTH BASE 1716" THICK, S¢*ILAR TO 
NAVY TYPE -49367 EXCEPT 4S SLIGHTLY 
SMALLER AND HAS SQUARED CORNERS. 


3423445 1452013 CRV3K-841826-1 
MAR. 45 REV 3 


cPH- 49928 183-8 

CONNECTOR 

4 CONTACT, MALE, POLARIZED. {INCLUDES 
COUPLING RING. TAKES COR® UP TO 5/8" 
Dihe 


3723/45 HC4M CRV2M-420410-2 
MAR. 45 REY 43 


cHA- 49929 TeS-8 

JACK 

2 WAY TEP AND SLEEVE TYPE. TO RECEIVE 
PLUG NAVY TYPE -49006-8, 


3423745 100A CRV3K-854220-1 
MAR. 45 REV i 


CMA- 49930 Tas-8 

JACK 

TIP AND SLEEVE, TO RECEIVE A PLUG, NAVY 
TYPE -490063 OR -49874, 


3/23/45 701 CRV2K-833759-3 
MAR. 45 REV 10 


crvV- 49931 Tes-s 

CRYSTAL HOLDER SOCKET : 
TWO GAXANA “TYPE JACKS IN HYCALEX BASE, 
WITH BRACKET. 


3423745 K-856795-G505 CRV;K-856795 - 


MAR. 45 GSO!, REV 2 | AssiGnen 
issueD 


cCED- 49932 Tez 

CONNECTOR, FE SALE 

27 CONTACTS; WALL MOUNTING TYPE, CON- 
TACTS RATIO 10 AMPS TO RECEIVE #16 B&S 
WiRE. BASE JS ALUMINUM ALLOY. 


3/24/45 RAK-27-31SL-2 cOL:371403900 
MAR. 45 REY 0-10120 


ceED- 49933 cz 

CONNECTOR, FEMALE 

3 CONTACTS; WALL MOUNTING TYPE. ONE CON- 
TACT RATEO $0 4MPS TO TAKE #16 B &S 
WIRE; OTHER 2 RATED 30 AMPS TO RECEIVE 
#10 gp & S WERE. BASE 1S ALUMINUM ALLOY, 


3/24/45 RWK-C3-3'St-2 CoL:371105900 
MAR. 45 REY D-10140 


CED- 49934 cz 

CONNECTOR, MALE 

to CONTACTS; WALL MOUNTING TYPE. 2 CON- 

TACTS RATED 2 AMPS. TO RECEIVE #14 8B &S 

WIRE; OTHER & CONTACTS RATED $0 AMPS, 74 
TO RECEIVE #166 & S WIRE. BASE 43 

ALUNL MUM ALLOY. 


3/24/45 FK-10-32S-2 coL:371513000 
MAR, 45 REY D-10122 


cPH- 49935 cz 

CONNECTOR, MALE 

12 CONTACTS OF DRAWN BRASS. BASE 1S 
BAKELITE. 


3/2445 70-12 COL33691700 00 
KAR. 45 REV oO 


cuC- 49936 cz 

RECEPTACLE 

SOCKET - 15 C@NTACTS +» PHENOLIC CASE. 
CORTACT RATING 5 AMPS. ANGLE BRACKETS. 


3/24/45 S-315-AB COL:366 215000 
MAR, 45 REV } 


cED- 49937 cz 

CONNECTOR, MALE 

3 CONTACTS: WALL MTG. TYPE, ONE CONTACT 
RATEO 10 AMP, FOR 416 B & S WHERE; OTHER 
2 CONTACTS RATEO 30 AMPS FOR #10 8B &@S 
WIRE. BASE 4S ALUMINUM ALLOY, 


3424/45 WK-C5-32S COL:37411040 00 
MAR. 45 REV 0 


ceD- 499358 Tez 

CONNECTOR, MALE 

27 CONTACTS: WALL MIG. TYPE. CONTACTS 
RATED 10 AMPS, FOR #16 GAUGE STRANDED 
WERE. BASE 1S ALUMINUM ALLOY. 


3424/45 NK-27-32S8-2 COL:23714010 00 
MAR. 45 Rev & 


cED- 49939 cz 
CONNECTOR, FEMALE 

10 CONTACTS: Walk MIS. T 
RATED 1S AMPS. FOR ihe 8 
8 CONTACTS RATEO 10 AMPS 
GAUGE WERE. 


E. 2 CONTACTS 
S WIRE; OTHER 
. FOR #16 BAS 


3/24/45  RFK-10-313L-2 COL:371911900 
MAR. 45 REY O-101923 


oars | MBBASIRRES | SRHAPT, 


cate | “ARUAGTHRRES | AANHTACIUNINA 


MANVEACT. 
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cuF- 49940 BN«t 

SOCKET, VACUUM TUBE 

OCTAL; CERAMIC BASE. 1 1/78" OLAMETER X 
1 1t¢t6" MOUNTING CENTERS; MOUNTENG 


LuGs. 
3724/45 315001-6 CFN3300230-1 
APR. 45 REV 4 


col- 49941 Tez 

CONNECTOR ASSEMBLY 

CONSISTS OF 4 CONTACT SOCKET, CJC TYPE 
SS-4-AB-1/16 MODIFIED BY ENLARGING HOLES 
(N MOUNTING BRACKET AND ENSERTING RIVET 
wUTS. 


3724/45 571 1726 10 
APR. 45 


COL3571 1726 10 
REV 8 6504 


coL- 49942 Tez 

COHNECTOR ASSESBLY 

CONSISTS OF 6 PRONG SOCKET, CVC TYPE 
SS-+6-AB-1/16 MODIFIED BY ENLARGING HOLES 
IN MOUNTING BRACKET AND INSERTING RIVET 


WUTS. 
3724/45 500 2072 OOA COL3500 2072 00a 
APR. 45 REV O 


CEN- 49943 BN-! 

SOCKET, VACUUM TUBE 
CERAKIC BASE, TWO CONTACTS, FOR TRANS- 
KETTER OSCILLATOR TUBE TYPE 15€. 


3724/45 300122 G-i 300122 G-I 
APR. 45 REV 1 


cPH- 49944 Tez 

CONNECTOR, FEMALE 

12 CONTACTS OF ORAWN BRASS. BASE IN 
BLACK BAKELITE, MOULDED #N MOUNTING 
PLATE« 


3/24/45 MiP-12 
APR. 45 


Cot:369 $600 00 
REV O 


cG- 49945 TBK-19 

SOCKET, VACUUM TUBE 

3 CONTACTS, FOR TYPE 861 TUBE. SPECIAL 
LATCH ON CENTER CONTACT. GLAZED PORCE- 
LAGN BASE. 


3/27/45 P-7651887-47 CRVI4-420442-1 
APR. 45 REV 4 


ceo- 49946 TCz 

CONKECTOR. MALE 

27 CONTACT: wall MTG, TYPE. CONTACTS 
RATED 10 AMPS, FOR #16 B&S STRANDED 
WERE. BASE IS ALUMINUM ALLOY. SIMILAR TO 
49938 EXCEPT FOR SIZE OF FLANGE. 


3724045 
APR, 45 


NK+27-32SL Cot:371 4050 00 


REV O 


ceo- 49947 TCZz 
CONNECTOR, FEMALE 
27 CONTACTS: ANGLE PLUS. CONTACTS RATED 
10 AMPS, FOR “16 84S STRANDED WIRE. BASE 
1S ALUMENUM ALLOY. 


FIRST ASSIGHED FOR | aa. | 


cep- 49948 Tez 

CONNECTOR. FEMALE 

3 TERMINALS: ANGLE TYPE. ONE CONTACT 
RATED 10 AMPS, FOR #46 B&S STRANDED 
WERE; OTHER 2 CONTACTS RATED 30 AMPS, 
FOR “10 B&S STRANDED WERE. BASE 1S ALU- 
HENUM ALLOY. 


3724745 
APR. 45 


WK-C3-25C7/16 COL:37t 1090 00 


REV O 


cEo- 49949 TCz 

CONNECTOR, MALE 

3 TERNEXALS: STRAIGHT TYPE. ONE CONTACT 
RATED 10 AMPS, FOR 416 B&S WIRE; OTHER 
2 CONTACTS RATED 30 AMPS, FOR #10 B4S 
WIRE, BASE 1S ALUMINUM ALLOY. 


3424745 RWK*C3-22C7/16 COLs371 1109 00 
APR. 45 REV O 


cep- 49950 Tez 

CONNECTOR, FEMALE 

27 TERMSHALS; STRAIGHT TYPE. CONTACTS 
RATED tO AMPS, FOR #16 B&S STRANDED 
WIRE. BASE 1S ALUMINUM ALLOY. 


3/24/45 NK-27-21C-400 
APR. 45 16-2 


Cot:375 4020 00 
REV 0 10126 


cmuc- 49951 Tez 

CRYSTAL WOLOER SOCKET 

2 PRONG FOR PINS 0,09" DIAMETER. MATERI- 
AL (S LOW LOSS PHENOLIC. CONTACTS ARE 
BERYLLIUM COPPER SiLYER PLATED. 


WORV2K-882708-1 REV 2 


3/24/45 9806 COL:232 0012 00 


APR. 45 REV I 7 
cPH- 49952 BAI 

RECEPTACLE 

TWO CONTACTS, FEMALE. 

3/26/45 MEP-6tF CPN?300605 
APR. 45 REV 2 


CGG- 49953 mar 
WATERTIGHT JACK ASSEMBLY 


3726045 
APR. 45 


M-438280 P-1 


CCG- 49954 Mar 
WATERTIGHT JACK ASSEMBLY 


3726745 
APR. 45 


M-438280 P-2 


ccG- 49955 HAR 
WATERTIGHT JACK ASSEMBLY 
e 


ces- 49956 MAR 
SOCKET VACUUM TUBE 
7 PIN, MINATURE TYPE CERAMIC BODY. 


*CBM:2746-550. ALT 1, COL2220100300 REV 1 
3/26/45 102m CRV3K~885996-1 
AUN. 45 REV I #* 


cYD- 49957 RAL-6 

SOCKET, VACUUM TUBE 

2 CONTACTS, MOGUL SIZE, SCREW BASE. 
BIHSENG SCREWS AT SIOE. BODY IS 
PORCELAIN. 


3/30/45 4062 CRY:K-650876-1 
APR. 45 REV I 


cya~ 49958 sp-1M 

SOCKET, MULTIVIBRATOR TUBE 

B CONTACTS, OCTAL. CONTACTS SILVER 
PLATED BRONZE, CIRCULAR STEATITE BASE, 
FIXED MTG. PLATE FOR TOP OF CHASSIS AIG. 


"CBM:746-494, ALT O 
3/31/45 33008 
APR. 45 


CJASK-33008 
REV O 


CJA- 49959 sSP-tm 

SOCKET, VACUUM TUBE 

4 CONTACTS OF SILVER PLATED BRONZE. 
STEATITE BASE. FIXED MIG. PLATE FOR TOP 
QF CHASSIS MIG. 


*C54:746-493, ALT O 


3/35/45 33004 CJASK-33004 
APR. 45 SEE ABOVE 
cPH- 49960 sSP-in 


SOCKET, VACUUM TUBE 

7 CONTACTS. CENTER CONTACT WITH PIGTAIL 
SOLDERED TO ONE HEATER CONTACT. SOLOER~ 
ING LUG CONNECTED TO OTHER HEATER CON- 
TACT. HIGH DIELECTRIC BLACK BAKELITE 
BASE. RETAINER RING FOR MOUNTING. 


3/38/45 
APR, 45 


78-7CD CGSFRONT OF FILE 


STOCK gtO-157 


CiC- 49962 cz 
PLUG 


15 CONTACTS. PHENOLIC CASE. CONTACTS 
RATED S AMPS 45 VOLTS. ANGLE BRACKETS. 


4403/45 P-315-4B nae yy 

sun ae gevipo® 215000 
cxG- 49963 sP-iM 

PLUG 


3 BRASS CONTACT PINS, 0.242" OIAMETER, 
BLACK BAKELITE HANDLE JNSULATED FROM 
SHANK. 


3/31/45 PL-58 
APR. 45 


CKG:40227, 
ISS C. CHG. § 


cPH- 49964 sP-im 

JACK 

HIGH VOLTAGE TIP JACK WITH 0.08" Ola. 
OPENING TO RECEIVE STANDARO PHONE TIP 
PLUG. MOUNTS IN 1/2" DIA HOLES. HELO ON 
PLACE BY #2 -40 RETAINER RING, BREAKOOWN 
VOLTAGE WITH PLUG INSERTED tw EXCESS OF 
13,000¥ DC FROM CONTACT TO PANEL. 


3/31/45 78-4P i CGtFRONT OF FILE 
3/24/45 NK-27-23CIt/I6 COL:33571 4060 00 3/26/45 W-438280 P-3 APR. 45 nog 
APR. 45 REY 0 APR. 45 issianes: 
ISSUED 
[are | aHASTBES SA ILAFTUASE care | MRRAGTIS? | ANNIACTUMERA DATE MEOTOCR? | SONATA —_| 


NAVSHIPS 900,109 


“RESTRICTED 


Class 49—Head Telephones and Associated Apparatus « 3.49-49 
ad Ny TYP. NAVY MAVY Typ! NAY’ N, TYP. 
veAghation FIRST ASSIGNED FOR | WASEAR AIS dE FIRST ASSIGNED FOR | QRAMT QRAMING, | DEACtOk FIRST ASSIGNED FOR Om So TRRHN 
CHH- 49965 SP-IM 
: CORD CONNECTOR, FEMALE ocue 49972 WFA cus- 49978 oar 
2 DOUBLE T CONTACTS; COMPOSITION BODY. ? : LOUDSPEAKER 
-= CONTACTS RATED 15 AMPS 125 VOLTS AND 10 Me etna avo ule Rantiac ioe Ane oer 4" e+ TYPE. 2 WATTS. VOICE COtL 
AMPS 250 VOLTS. CORD HOLE 1/4" TO 1/2", bigs tas on ¢ (MPEOANCE 4 OHMS. FREQUENCY RESPONSE 400 
TACTS 1, 3, 4, AND 7 ARE RATED 40 AMPS. io 2800. CRS 
CONTACTS 2, 5. 6 AND 8 ARE RATED 15 , 
AMPS. BODY 1S MOLDED PHENOLIC, SAME AS 
5/31/45 8224 CHA: 3224, -49702 EXCEPT FOR SIZE AND THEE ee 
) APR, 45 REV 0 4/6045 — DP-O12Ca-saP1 — CBNE746-8 4/9/45 PMAES 
MAY 45 ALT 0 MAY 45 
cPH- 49961 VE 
JACK F ceo- 49972 cPH- 49979 0ax 
SINGLE PRONG TIP JACK FOR STANDARD ROUNTING HOLES’. RECEPTACLE 
; 0.080" PHONE TIP. MOUNTS IN 3/8" HOLE. 3 CONTACTS, FEVALE, STRAIGHT TYPE., BLACK 
- HELO (N PLACE BY #2-11 RETAINER RING, BAKELITE INSERT. SILVER PLATED CONTACTS. 
BREAKDOWN VOLTAGE WITH PLUG INSERTED IN : 
EXCESS OF 10,000 VOLTS. CONTACTS RE- 
CESSED 1/8" BELOW TOP OF JACK, 
4/5/45 78-1P CATALOG 
: APR. 45 479/45 — 97-5103-168-5S 
= May 45 
cpH- 49966 SP-iM 
ares VACUUM TUBE com- 49975  WFA cPH- 49980 et 
UTA 22 t 'BES. & PHONE JACK SOCKET. VACUUM TUBE 
S$ CONTACTS, FOR MINIATURE TUBES. MOUNTS STHELE Cracutt. TAP AS EVE. D F 
IN 5/8" ROUND HOLE, ROUND BLACK BAKELITE PoE S, EAR CUED TLE ASD SLEEVES DI Ac 8 BVCORTACTS OC TAL a1 Ca FVECE OA RHE NOLES 
ae BODY. HELD BY #2-9 TEMPERED STEEL RE- OPENING 0-25" TO RECEIVE NAVY TYPE BOOY WITH METAL C@VER. KOT MOUNTED BUT 
- TAINER RING S 749962 PLUG. ATTACHED TO WIRE LEADS AND HANGS LOOSE. 
py aa cor 4/6045 0-814 COM: 746-564 4/10/45 78-85) 
i MAY 45 ali 0 MAY 45 
sad 67 SP-1M y 
Sie ahi TUBE Reta a sd i eeataey a 
8 CONTACTS LOCTAL. FOR MOUNTING IN Fa eieeee RIN ! pEve 
Pe eee ae gee EL aee bape THO NICKEL SILVER SPRINGS, TIP AND RING. COAXtAL. FOR USE WITH SINGLE CONDUCTOR 
O04 aHaTO 076 Gee ROUND AARKELATESBODY NON ANSULSTED SLEEVE. DIAMETER OF OPEN- RF CARRYENG CASLE. HAS POLYSTYRENE UN- 
fa TEMPERED STEEL RETAINER RING. 1 5/16" aNeaeeae. € SER Use ROOTES SUL NER LEAT ED eras ss 
baal MOUNTING HOLES. FLOATING TYPE CONTACTS. 
402045 78-BL CG: 4/7/45 0-162063-238 BA-106509 
4/0Os45 118076 
MAY 45 STOCK £10-142 MAY 45 issue 1 KAY: 46. 
oo cHH- 49968  — SP-IM cuG- 49975 oBe caNG- 49982 Br 
. PLUG SOCKET. DUAL CRYSTAL PHONE JACK 
R é ELL. CONTACTS RATED s ; 
2 pol ea anh b gs ee ups tan 360 (hSULATED DOUBLE CRYSTAL SOCKET. 4 PRONG, TIP AND SLEEVE, BREAK CONTACT ON TIP 
15 AMPS ABLE CLAMP (OR OBATO™ 3TO BAKELSTE. SINGLE MTG. HOLE. SIMILAR TO SPRING. FOR 2 CONDUCTOR 174" DEAM. PHONE 
pao c +49407 EXCEPT PHYSICAL SIZE. ‘ PLUG. 
9/16 i 
a 
442045 7842 eee 477/45 CMG:9804 CS 3238269 4/10/45 052-u 
MAY 45 R MAY 45 REV O MAY 45 
CPR- ae Oak cmMG- 49976 Be csk- 49983 op-12 
RF ADA c 
~ SOCKET. OCTAL PLUG 
Peo ieee céusdo tor Se tee ow ne MATING SILVER CONTACTS, CADRIUM PLATED STEEL 6 CONTACT. SILVER PL&TED BRASS CONTACTS. 
7 . oon MTG. SADDLE WITH 6-32 MTG. INSERTS ON CURCULAR, WITH 3 ANGULAR MTG. BRACKETS. 
geese sat on LOWE WITH TYPE -49970 1 172" CENTERS« ; 
- 402745 248-1869 248188958 4/7745 CMG2989BWE €$:212705-F AsV1/45 3584 CRVEK-B81302-1 
MAY 45 HAY 45 MAY 45 REV 1 
oe son oak CABV- 49977 AN/UPM-7 cFK- 49984 Rop 
F ADAPTER ADJUSTABLE PROBE DIHEPTAL SOCKET 
Peay "OfA. : 
ii BRASS CONNECTOR eee ais aly eeoaen USED TO MEASURE STANDING WAVE RATIO, UN 14 PRONG, CIRCULAR TYPE, MOLDED BLACK 
HHRER CONDUCTOR OF A oh SES ADAPIER CONJUNCTION WETH TYPE -47AAN WAVEGUIOE PHENOLIC SOCKET. 
MASSHON LENE WITH TYPE -4 7 DIRECTIONAL COUPLER. ONE END CONSISTS OF 
AN JACK SUITA8LE FORK CONNECTING A COAX- 
HAL CABLE WHILE THE OTHER END 1S CLOSED 
wea cares BY A CAP SCREWED ON THE BODY OF THE 
: 4/2445 258-9763 peers 4/9/45 SA-12714 SP-5358 4M11/45> 40-4 
ee KAY 45 MAY 45 APR. 45 
cxa- 49971 PR caBv-49977 cre- 49985 tces-t5 
LOUDSPEAKER ASSEMBLY PROBE. SHALL DIAMETER ROD PROTRUDES HEADPHONE ASSEMBLY 
7491029 PH8C SPEAKER, VOICE COIL 6 OHM THROUGH HOLE IN CENTER OF CAP, CONSISTS OF TWO -49016 HEADPHONES, 600 
iu IMPEDANCE, 5 WATTS ENCLOSED ON A KAINER OHMS PER PAIR, ONE -49028 HEADSAND, 
HOUSING, FUNGUS PROOFED. 49012 COTTON CORD, -49109 HEADPHONE 
PLUG. 
@J-8 HIG. FIXTURE 
CUS :PM8C (C4334). CAVASJ-8 BAFFLE *CKPIPI1-2021, REY O 
4/3/45  @SEE ABOVE CKB241-OA0AI86-5 AA1 2045 CHZ:PH-2021 
: MAY 45 CHANGE O MAY 45 *SEE ABOVE 
- 


Te ae SASHEACTRAEA, MASVARY ANS | __ SANKKATNAIR A [aera | 


RESTRICTED NAVSHIPS 900,109 


ees ci 


Class 49——Head Telephones and Associated Apparatus 


[SENSU ruse asso ron | okpeaeeKniGy | | oRAMAIRN [ease asseneo ron | ghAmLaRANRS, | | SHARIN [rar assiewen vox | oXAhaNORM | 
cnz- 49986 Tcs-45 cPH- 49993 


PHONE JacK 

2 CHRCULTS. 1} SPRING. TEP RING & SLEEVE. 
TO FET S§GNAL CORPS PLUGS PL-47, 48, 55, 
143, & 155. SUPPLIED WITH REO BAKELITE 
WASHER, METAL WASHER & NUT. FUNGUS RE- 


SUESTANT, 

*COLI351090 REV A 

4/12/45 JK-44A CKB:PI-1022AK-A 
MAY 45 *SEE ABOVE 


cG- 49987 sc 

SOCKET. VACUUM TUBE 

4 CONTACTS, RATED 10 VOLTS, 10 AMPS. 
BRaSS SHELL WITH BAKELITE INSULATION. 
(INCLUDES THO BUILT-IN BY-PASS MICA 
CAPACITORS RATED $0 MMF 420%, 5O00V OC 
WORKING. 


4/12745 
MAY 45 


M-7465743 
REV 2 


cHG- 49988 sc 

SOCKET, VACUUM TUBE 

8 CONTACT. LOCK-W TYPE. TYPE XM MOULDED 
PHEROLIC SaSE, WETH METAL MOUNTING 
PLATE. CONTACTS SILVER PLATED. J 
(NSERTION PRESSURE 40 LBS. +20%; REMOVAL 
PRESSURE 30 LBS, +202. 


SI7TF45 
MAY 45 


EXP-6852 CGsv-25527 


cw- 49989 MAR 

CORD ASSEMBLY 

CO.S{tSTS OF A NAVY TYPE -49109 TELEPHONE 
PLUG AND A FLEKIBLE STRANDED CABLE, 
RUSBER FNSULATEO AND JACKETED. CORD IS 
APPROXIMATELY S&S FEET LONG. 


a/teeas 
Hay 45 


CRV:K-895830 
SuB oO 


cw- 49999 MAR 

CORD ASSEMBLY 

CONSISTS OF A THREE CONTACT NAVY TYPE 
*490U7-A TELEPHONE PLUG AND A FLEXIBLE 
STRANDED CABLE. RUBBER INSULATED AND 
VACKETED. COIL 6S APPROXIMATELY §S FEET 


LONG. 

442045 CRVrK-895830 
HAY 45 Sub oO 

ceB- 49994 SP-1H 

TIP JACK 


TO Fit 0.03" Olav. PIN. SEILVER-PLATED 
BERYLLius COPPER CONTACT. BOOY S/T6" 
DIAM. X 3/4" LONG WITH FLANGE 1/72" Otay 
X 178" THICK, USES wiTH STEEL FORCE FIT 
RETAUGENG WASHER. 


4/13/45 528C CEBI7115 
MAY 45 (SSUE 3 
cy- 49992 GENERAL USE 


ADAPTER KIT 

OAK CARRVENG CASE WET LEATHER HANDLE 

CONTAINING T TYPE CV¥-49514 1 CV¥-49515, 
1 CV-49516. 1 CV-49517, | CV-49518-A, 

1 C¥-43519, 1 Cv-49527 1 CV-49528 TEST 
ADAPTERS AND AN ADAPTER PULLER. 


a/14s45 
MAY 45 


CPH- 493593 se-3 

RECEPTACLE AND PLUG ASSEMSLY 
AN+31G2-22-35 RECEPTACLE AND AN-3tOB-22- 
QP PLUG WITHOUT BACKSHELL OR RIGHT ANOLE 
FRONT ScELL BUT NITH #9769-20 CAP AND 
CHAU ASSEMBLY AND wht CONTACTS CUT OFF 
(N B&CK anO CONNECTED TOGETHER. UNIT 
#CPHSH97-4026 NODIFIED 


SHALL INCLUDE RUBBER WASHER AWO #22-8 
(uUSERT wiTi 2 fiz CONTACTS 


cuc- 49994 ToP 

PLUG 

MALE 12 SILVER PLATED CONTACTS AND 
POLARIZING PENS. COMPLETE WITH MIG. 
BRACKETS. StMILAR TO -49776 EXCEPT FOR 
1/16" PANEL. 


A/U7/45 CICSP-SE2-ABI/IG CYSESKE2-229 
MAY 45 REV O 
ccr- 49995 RBS-2 


PLUG ADAPTER ASSEMBLY 

C@NTSINS -49120 JACK MECHANICALLY FITTED 
TO ANTENNA BINDING POSTS ANDO GROVNOEO TO 
CHASSIS (BOLTED TO FRONT PANEL). WiLL 
MATE WITH -49121 PLUG. 


4AV7045 
MAY 45 


CCT345409 B-23551 


CHANGE 0 


cuc- 49996 TOP 
PLUG 
FEMALE. 12 PRONG CABLE COKNECTOR. 


4717045 
HAY 45 


CuC:S-442-CCT CYIISKI2-234 


REY O 


cmua- 49997 was 

PHONE JACK 

SINGLE CLOSED CIRCUIT. BREAK-“AKE CON- 
TACTS ON T1P SPRING. LONG LEAF TYPE. 


4/18/45 3A CBM:746-72 
MAY 45 ALT oO 
cskR- 49998 Qcmu-s 


RECEPTACLE 

3 WERE, 4 POLE. CONTACTS RATED 20 AMPS 
AT 250V DC OR 440V AC AND 30 AMPS AT 
‘V25v OC. COVER 4 5/16" X 2 13/716", 0.63" 
STEEL. CADMIUM PLATED FItNtSH. HAS SPRING 
HINGED DOOR, ACCOMMODATES NAVY TYPE 
-439055 PLUG. 

4718745 8004 CATALOG NO. 80 
MAY 45 P. 79 


csk- 49999 QcM 

RECEPTACLE 

2 WERE, 3 POLE. CONTACTS RATED 20 AMPS 
AT 259V DC OR 440V AC AND 30 AMPS AT 
125V OG. COVER 4 5/16" X 2 $3416", 0,63" 
STEEL, CADMEUM PLATED FINISH. HAS SPRING 
HINGED DOOR. ACCOMMODATES NAVY TYPE 
-49058 PLUG. 

4/18/45 8005 CATALOG NO. 80 
MAY 45 Pp. 79 


caro- 491000 
PHONE PLUG 

TWO WAY, SINGLE CONTACT. INSULATED TIP. 
BLACK BAKELITE BARREL. GHAMETER OF TEP 
174". 0.599" DEA. HOLE EN BARREL. 


RBF-3 


cwO- 491001 RBF-3 

CABLE ASSEMBLY 

INCLUDES NAVY TYPE -491000 PLUG AND 

2° 8" OF CPH #218-255-7/22-% COPOLENE 
"B" COAXIAL CABLE. SURGE IMPEDANCE 50 
OHMS 42 OHMS; CAPACITY PER FT. 8S 32 
MMF; 08 LOSS PER 100 FT. §S 3 98 AT 100 


WC. 
4/19/45  13X462 CwQs15%462 ISS 0 
HAY 45 16296 ISS 3B 


cpH- 491002 RBF-3 

PLUG 

6 - PRONG: PLUS. BAKELITE BODY, WITH CPH 
TYPE 3-13-CA ORAWN STEEL C&P, END HOLE 
ACCOMMODATES CABLE UP TO 7/16". SANE AS 
+491004 EXCEPT FOR CAP, 


4/19/45 PME 
MAY 45 


CwO:6A260 ISS G 
154479 (SS 0 


cwo- 491003 
CABLE ASSEMBLY 
UNCLUSES KAYY TYPE -491002 PLUG. 4 LEADS 
STRAUDED RUBZER COVERED COPPER wtRE 
APPROX. 78" LONG. 2 LEADS #12 STRANDED 
WERE WITH BATTERY CLIPS ON ENDS. AND 2 
LEADS #ItS STRANDED wtkE WiTnm SPADE LUGS 


RBF-3 


ON ENDS. 

4/19/45 135X479 CWQr15x479 159 0 
MAY 45 6a260 15S 0 
cPH- 491004 RBF-3 

PLUG 


6-PRONG PLUG, BAKELITE B80DY, WETH CPH 
TYPE 3-10-CA ORAWN STEEL CAP, SAME AS 
-491002 EXCEPT CAP HAS NO CABLE HOLE, 


*CWO:54261, ISS. 0 
4/19/45 PMG-10 CHQ225A579 
MAY 45 ISS. A 


CAXKS- 491005 RBF-3 
COAXIAL CABLE FITTING 90° 
PIs AND SOCKET OF COPPER ALLOY, POLY- 
STYRENE DIELECTRIC BODY DIE CAST ZINC 
HEAVILY SILVER PLATED. SAME AS AS NAVY 
TYPE -49192 EXCEPT 2 LOCKING TEETH RE- 
MOVED ON PIN END AND 16 GROOVES REMOVED 
AT SOCKET END. 
4/20/45 CPH:B83-1AP 
RAY 45 MOD. 


CWQ23A368 
iss 6 


caxs-491006 KBE-3 

COAXIAL CAZLE FITTING 

STRAIGHT TYPE WITH SOCKET CONTACTS at 
BOTH ENDS, POLYSTYRENE DFELECTRIC. SAME 
AS WAVY TYPE -491591, EXCEPT HAS CURVED 
MTG. PLATE, AND $6 GROOYES ARE REMOVED 
FROM ONE ENO. 


4/20/45 CPH:B3-1J MOD, CwOQrS5A367 
MAY 45 iss. ¢ 


caxs-491007 
PLUG ASSEMBLY 
SINGLE PIN TIP, KNURLEO COUPLING. MICA- 
FILLED BAKELITE. SAME AS -49195 EXCEPT 2 
LOCKING TEETH REMOVED ON COUPLING NUT 
END OF B00Y. 


RBF-3 


4/20/45 CPH:83-iSPN CHQS6A262 
MAY 45 MoD. (SS. 8 
cRaA- 491008 RBF-3 


PHONE JACK 
SUNGLE OPEN CERCUIT. 0.252" OPENING TO 
RECELWE STANDARD 0.25" DIAK, PLUG. 


Bi17645 CGtK-7880413 Pl SL19/45 248 CWQ26A259 ISS 4/20/45 XG-829 CWOL3A355 
MAY 45 REV 4 assicnty| MAY 48 6A264 US4,Bonw) MAY 45 ST-i03! iss. A 
‘hess ISSUED ISSUED 
[pare | MARUAGUIAES | ANRACTANEES | care | SEARO | GANHKACTUIA, [oare | eT TRATES | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


“Trast ASSIGNED FOR | OA ARANYIS, | 


T 
HALE fA |riesr ASSIGNED FOR | NAST ARRAY: WS | 


| 


tidy [ener ASSIGHED FOR | 


caxk- 491009 VF 

PLUS, MALE 

BERYLLIUM COPPER SILVER-PLATEO CONTACTS. 
MATERIAL - HIGH IMPACT MOLDED PHENOLIC, 
USED WITH -491010. 


4/24/45 CRPSW28-5146G1 
MAY 45 Sua H 


caxk- 491010 VF 
RECEPTACLE, FEMALE 
BERYLLIUM COPPER SILVYER-PLATED CONTACTS, 
MATERIAL - HIGH IMPACT MOLDED PHENOLIC. 
USED WITH -491009. 


4/21/45 CRPSH-28-5146G2 
HAY 45 Sua KR 


cFK- 491011 Sp-im 

SOCKET, CATHODE RAY TUBE 

14 CONTACTS, PHENOLIC BODY; SILVER- 
PLATED PHOSPHOR BRONZE CONTACTS. IN- 
CLUDES MIG. RING AND STRAIN RELIEF RING. 
ROTATION ADJUSTMENT OF 30°, SUPPLIED 
COMPLETE WITH CA@LE TO SPECIFICATION. 


4/23/45 40Al 
HAY 45 


cHU- 491012 FsB 

CONNECTOR 

3 wiRe CONNECTOR, RATED 10 AMPS, CON- 
TACTS RATED 10 AMPS, 250V¥, 15 AMPS, 125 
VOLIs. 


4/23/45 7559 CATALOG 


HAY 45 


cHu- 491013 Fs 

CONNECTOR 

3 WIRE POLARIZED CAP, RATEO 20 AMPS. 
CONTACTS RATED 20 AMPS, 250V AC OR OC, 
10 AMPS 5754 AC. 


4/23/45 7311 
MAY 45 


CATALOG 


cHU- 491014 FS@ 

CONNECTOR ~ 

FEMALE. 10 AMPS, 3 WIRE FLUSH BASE PO- 
LARIZED CONNECT@R. RATED 10 AMPS, 250V, 
15 AMPS. 125¥~ 


4/23/45 7557G CATALOG 


MAY 


cic- 491015 FSB 

SOCKET 

6 CONTACTS, POLARIZED, PHOSPHOR, BRONZE 
KNIFE SWITCH TYPE SOCKET CONTACTS, RATEO 
45V, 5 AMPS. 


4/23/45 $-306-CCT CATALOG 


BAY 45 


cJc- 491015-A FSA 

SOCKET-FEMALES 

6 CONTACTS, POLARIZED, PHOSPHOR -3RONZE 
KNCFE SNITCH TYPE SOCKET CONTACTS, 
RATED 454, 5 AMPS. SAME AS NAVY TYPE 
~491015 EXCEPT THAT ALL METALLIC PARTS 
EXCEPT CONTACT MEMBERS AND TERMINAL 
ECSCIS-S0E-COT MODIFIED CWIKS-B5HH-L08 


cuc-491015-4 
PLATE PIMS HAVE AN ELECT2O-ZINC PLATING 
AND @02 COAT OF @LAGK ZING CHROMATE 
BAKING PRIWER, BAKED FOR | HOUR AT 370°F, 


cuF~ 491016 Top 

SOCKET 

4 CONTACT CERAMIC. SPECIAL SILVER PLATED 
CONTACTS, WAX IMPREGNATED. ROUND. 


4/23/45 115034 CVsSKI2-259 
MAY 45 REV O 


cw- 491017 MK 22 

CONNECTOR ASSEMBLY 

SUNGLE CENTER CONTACT. RESISTOR (JAN 
TYPE RCZOAS2Z75N). MOUNTED TN SERIES WITH 
CONTACT, INCLUDES PHOSPHOR BRONZE LOCK 
WASHER. 


4/24/45 B-33674-1 CH230-33674-1 
MAY 45 Iss. 10 


cuc- 491018 An/spr-2 

PLUG, FEMALE 

4 SLOTTED CONTACTS. BAKELITE BODY WITH 
SHALLOW HIG. BRACKET FOR FLUSH MIG. 


4/26/45 $-2404 SB C6G:3A106993 
MAY 49 iss. 0 


cJC- 491019 an/spr-2 

PLUG. MALE 

& FLAT CONTACTS. MOLDED BAKELITE BODY 
WETH MTG. BRACKET. 


4/28/45 $-2408 SB CGG19A48298 
MAY 45 Iss A 


csx- 491020 ansspR-2 

CONNECTOR 

MALE, SINGLE ROUND CONTACT. SILVER 
PLATED BRASS BODY. POLYSTYRENE 
ENSULATION. 


4026745 INL-2 981@1502 
RAY 45 tsSue A 


-491021 ANssPR-2 
RECEPTACLE 
SINGLE FEMALE CONTACT - Sf{LVER PLATED 
BRASS SHELL POLYSTYRENE #NSULATION. 


4/26/45 CNII965 CGGI9A52156 
MAY 45 ISSUE A 


CGG- 491022 aANnsspR-2 

RECEPTACLE 

SUNGLE MALS AND FEMALE CONTACT. SHELL 
BKASS SILVER PLATED POLYSTYRENE 
ENSULATION. 


ew- 491023 LAF-1 
RECEPTACLE 
2 PROWG RECEPTACLE, WITH CABLE CLAMP. 


4/27745 7084 CRBSCC-1022-1 
MAY 45 ISSUE B 


cHH- 491024 Waa 

SOCKET. VACUUY TUBE 

2 CONTACTS. SCREW BASE FOR STANDARD 
MOGUL TUSE TYPE C58. 


4/30/45 80135 CBM3746-48 
MAY 45 REY 0 


Cu-491025 UF 

CORD AND PLUG ASSEMBLY 

A TELEPHONE CORD 8NO PLUG ASSEMBLY CON- 
SISTING OF A 3 C ACT BRASS PLUG 
MOUNTED ON A PHENOL-PLASTIC BASE. APPROX. 
OVERALL OFM. F S72E™ ¥ 1 S716" X 1 7/8" 
HIGH wiTH 1 FOOT 5" CORD. THREE CON- 
DUCTOR RuUSsER COVERED CORD, BRASS CORD 
S/1/45 O-1e9d1¢ CW:8k-106495 
HAY 45 issue i 


cw-491025 
TIPS ON FREE END. 


cMG- 491026 Su 

SOCKET. VACUUM TUBE 

BS CONTACTS, @OCT4AL. SADOLE MOUNTING WITH 
$5716" MTG. CENTERS. SPRING BRASS CON 
TACTS. SILVER PLATED AND WATER LACQUER 
OrvPPEO. CASTING MICA, 


S4t745 99ts CATALOG 
JUN. 45 SECTION 2 PAGE 6 


cuc- 491027 uF 
SOCKET, VaCUUN TUBE 
8 CONTACTS, OCTAL. WAFER TYPE. MICA 
FUELLED BAKELITE. SIMILAR TO ~49451 
SOCKET ExC&EPl FOR (1) SILVER PLATING OF 
SPRENGS (2) HOLES ARE 0-136" €3) SADDLE 
SHAPED DSF FERERT (4) SADOLE MATERIAL 
SLIGHTLY OIFFCRENT, 
S445 T9829 
JUN. 45 


ESA-678515-16 
(SSUE 25 


ceH- 491028 o8N 

SOCKET. CRYSTAL HOLDER 

TwO CONTACTS, PLUG-(% TYPE. MICA-FILLED, 
MOLDED BASE. CENTER MOUNTING HOLE. 


8/2/45 33-3T COUl4-73 
MAT 45 3/I7S45 


cus: 491029 PR 

L@UOSPEAKER 

8" pa TYPE. VOICE COIL 6 OHM JTHPEDANCE. 
S WAT PART OF LOUDSPEAKER ASSEMBLY 
“A997. SPEAKER 1S FUNGUS PROOFED. 


5/10/45 BSEE ABOVE Cwr3A-108988 see reeraie ah am rer TTT eee Cre 
JUN. 45 Iss J ASSIGNED asonip| Jun. 45° C-43346 2. CHANGE B 
{SSUEO ISSUED 
care | MARMEARHBNS | SAHNACTHNIEA, cate | MANWRAGTASES | HANHEACTUAES, care | MOAR | SEMA] 
RESTRICTED NAVSHIPS 900,109 


3.49-52 


Class 49—Head Telephones and Associated Apparatus 


oeagharioy 


cKB- 491030 PR 
SPEAKER ASSEMBLY 


FIRST ASSIGNED FOR | GHAYY BRAWING | 


HYPEX PROJECTOR HORN, DIAMETER 20 374", 
DEPTH 16 3/8", ACOUSTICAL LENGTH 4 FEET 


NOMINAL ACOUSTICAL CUTOFF 165 CPS. 


ANNULAR ORIVE UNIT -53097 AND A SPECHUAL 
VOLUME CONTROL COMPOSE THE ASSEMBLY. 


8/5/45 
JUN. 45 


cuS:u-20) 


cw- 491031 PM 
PLUG 
NOU: 
HOISTYRE-RESISTANT. BRASS TIP. AND 


CKBL41-OA0AN78- 
H-201 4. CHANGE 0 


NSULATED BETWEEN TIP AND SLEEVE; 


SLEEVE, HARO RUBBER BLACK SHELL. NOT 


ARRANGED FOR CORD CONNECTION. 


5/4/45 01661318 Ba-10730 
JUN. 45 Issue t 
ckv- 491032 AN/SPT-6A 

SOCKET 


OCTAL TYPE WITH ONLY TERMINALS 2, 5 


7 LEFT. PLUG IN TYPE. CIRCULAR, MICA 


FILLED PHENOLIC BASE WITH RETAIL RING 


AND 


RUNG, SAME AS +49551B8 EXCEPT HAS CON- 


TACTS, $4 3+ 4. 6 AND 8 REMOVED. 


$/7745 
MAY 45 


CPH:S8-TM 
MODIFIED 


CKV:A-10044 
REV 0 


cPH- 491033 REE 

SOCKET 

OCTAL TYPE, PHENOLIC, WITH ENOCABLE 
OUTLET 7/16" DIAMETER. 


647745 
MAY 45 


PF-8 CZC35355 


REV O 


CuS- 491034 wea 
LOUOSPEAKER 


4 


6" Dik, PERMANENT MAGNET TYPE WITH VOICE 
COIL EMPEDANCE OF 6 OMS AT 400 CYCLES. 


SAME GENERAL TYPE AS -49266. 


8/7745 
MAY 45 


CUS :PMOCES-2474 


CBMs1000P-5 ALT 2 


cHU- 491035 an/cen-6 

RECEPTACLE, FEMALE 

2 CONTACTS POLARIZED. PORCELAIN BODY 
PHOSPHOR BRONZE CONTACTS RATED 10 AM 
250 VOLTS OR 15 AMPS 125 VOLTS. HAS 
MTG. FLAUGES WITH 1.75" HIG. CENTERS 


8/9745 
MAY 45 


5614 CGG:9A10361 


tSSuv— O 


cw- 491036 sv 
PROBE ASSEMBLY: 


C8M;1000PI 


Ps 
Two 


2 


CONSISTS OF 18" + 1/4" OF RG-5/U CABLE 


TERMINATED AT ONE END WITH UG-9/U PL 
AND AT OTHER END WITH PROBE ASSEMBLY 


UG 


THAT FITS INTO THE CAVITY OF NAVY TYPE 


°1448G ECHO BOX AND IS A MECHANICAL 


Panion 


ceH- 491037 REE 

RECEPTACLE: 

3 CONTACT, FEMALE, RATED 1S AMPS, 115 
VOLTS, BLACK JAPANNEO SHELL WITH CLAMP 
FOR CABLE. 


§/5/45 6O-FII CZC-5328-! 


MAY 45 


ceH- 491038 REE 

PLUG; 

3 CONTACTS, MALE, RATED 15 AMPS, 115 
VOLTS, PHENOLIC BASE. MOUNTED IN STEEL 
SHELL FOR BELOW SURFACE MOUNTING. 


5/5/45 60-10 Cz2C-5325-1 
MAY 45 
CFT- 491039 ANn/aRQ-10 


RECEPTACLE, MALE? 

TYPE AN-5102-56 METAL SHELL WITH BAKE- 
LITE #nSERF, 25 MALE PIN TYPE CONTACTS: 
19920 AND 6 #16 MALE CONTACT PINS. 


5/8/45 NL-28295-20 NL-28295-20 
HAY 45 
cFT- 491040 AN/aRQ-10 


RECEPTACLE, FEMALES 

TYPE AN~3102-36 METAL SHELL WITH BAKE- 
LITE INSERT, 25 FEVALE SOCKET CONTACTS: 
19 #20 ANO 6 #16 FEMALE CONTACTS. 


§/38/45 NL-28291-2¢6 NL-28291-2C 
MAY 45 
CFT- 491041 AN/ARQ-10 


RECEPTACLE, FEMALE: 

TYPE AN=SUO2-5$2 METAL SHELL WITH BAKE- 
LITE INSERT. 30 FEMALE SOCKET CONTACTS: 
28 #16 AND 2 y20 FEMALE CONTACTS. 


5/8/45 NL-27850-20 NL~-27850-20 
MAY 45 
CFT- 491042 AN/ARQ-10 


RECEPTACLE. MALE? 

TYPE AN-+5102-32 METAL SHELL WITH BAKE- 
LITE tNSERT, 30 MALE PIN TYPE CONTACTS? 
23 ff16 ANDO 2 20 MALE CONTACT PINS. 


$/a/45 NL-27349-20 NL-27849-20 
MAY 45 

Cuc- 491043 GEN. USE 

SOCKET: 


6 CONTACTS, POLARIZED, SILVER PLATED 
PHOSPHOR BRONZE "KNIFE SWITCH”, CON- 
TACTS RATED 140 VOLTS 5 AMPS. HAS 
SHALLOW MOUNTING BRACKET. 


rust assioneo Fox | AM RAYIS, CLAS. [ruse assioneo ror | GAAMGAYNSS | 


cuHG- 491044 AN/cPn-6 

SOCKET, VACUUM TUBE? 

4 CONTACTS, OCTAL. MICA-FILLED PHENOLIC 
BODY; SILVER-PLATEO CONTACTS. 1.158" 
MTG. DIAM. #4 POSITION HAS 0.147" DIAM 
HOLE. MOUNTS WITH RETAIN RING CMG TYPE 
1018. WAX IMPREGNATED. 


5/10/45 EX?P.7990 CGG-94106979 
JU. 45 (SS A 
cryo- 491045 SR-2 


RECEPTACLE? 
TWO CONTACTS RATED AT 3 AMPS, 250 VOLTS, 
6 AMPS, 125 VOLTS. 


5/10/45 5138 CRVIK=889066-1 
MAY 45 REV O 
cHU- 491046 AN/CPH-6 


CONNECTOR? 

2 THISTLOCK CONTACTS, MALE, RATED 20 
AMPS, 250 VOLTS, PHENOLIC 3800Y WITH 
METAL CORD GRIP CAP. CORD HOLE FOR 
0.406" TO 0.625" DIAM. CORD. 


6/10/45 
Jun. 45 


7238 
CGG328K106025 


CGG:28A50753 
Iss. 0 


CHU- 491047 AN/CPN-6 

PLUG: 

2 CONTACTS OF HARD BRASS, RATED 10 AMPS 
250 VOLTS, 15 AMPS 125 VOLTS. MOLDEO 
PHENOLIC BODY WITH CORO GRIP. CORO 

HOLE FOR 0.406" TO 0.625" DtaAm CORO. 


6/10/45 7184 CGG-29A106026 
HAY 45— (ss. 0 
cQaF- 491048 AN/cPN-6 


LOUDSPEAKER; 

3" B1AM CORE WITH PM FIELO. 3.5 OHMS 
VOICE COIL IMPEDANCE AT 1000 CPS. ti0K. 
InSULATED FOR FLASH TEST SOOV AC AT 60 
CPS. SQUARE FLANGE MTG, FOUR #6-32 HOLES. 
ACOUSTICAL RESPONSE FLAT FROM 400 TO 
4000 CYCLES, VOICE COIL 58 TURNS #35 


6/10/45 wA2SUS0XKS-1 CGU+3051U4S929 
JUN. 45 iss 0 
car- 491048 


WIRE, WITH 3.1 OHMS DC RES. 


ceH- 491049 oBE 

PLUG: 

A PRESSURE BULKHEAD FITTING WITH A FE- 
RALE SOCKET ON EACH END FOR CONNECTING 
TwO PL-259 PLUGS THRU A PRESSURE BULK- 
HEAD INCLUDES TWO HEX LOCK NUTS. ALL 


ON-OFF CONTROL FOR THE INPUT LOOP. PROBE wees ee tae aaa BPR ON KS 
5/4/45 BL-409966 BL-409966 4 : ° 
. a ree ta Abe eda 6/11/45 PL-274 cS-238795 
Juri. 45 REV. 0 
cW- 491036 CuC- 491043-A AN/SPT-6A ceH- 491049 
1S OPERATED FROM PANEL OF ECHO BOX. SOCKET FULL LENGTH OF BODY. 
6 CONTACTS. POLARIZED, SILVER PLATED 
PHOSPHOR BRONZE "KNIFE SWITCH” CONTACTS 
RaTEO 110 VOLTS S AMPS. HAS SHALLOW MTS, 
BRACKET, SIMILAR TO -491043 EXCEPT WILL 
WITHSTAND HIGHER CURRENT, 
5/10/45 $-2406S8 CKV IL -62514-33 
Juri, 45 REV 2 
ASSIGNED ASSIGNID 
IssusD ISSUED 
care | MAWHEARUINEE? | ANUSARA. care | MRMAGTHBE? | EANIACTONEEA, cart | MARUI? | AAT | 


NAVSHIPS 900,109 


RESTRICTED 


Class 49—Head Telephones and Associated Apparatus 


3.49-53 


rinst assionto FOR | oiAWL ARM. [RAR 


HI [rnsr asscneo ror | KAMRAN | [oR [rner assonen von | ORAM | 
CFK- 491050 HARK 36 crvV- 491057 crv-49645 cic- 491063 TdH 
SOCKET: LOUDSPEAKER 


OCTAL PLUG-IN CIRCULAR SADOLE WITH 4 
CONTACTS FOR GROUNDING. MICA FILLED 
PHENOLIC. SIMILAR TO -49557-A EXCEPT FOR 
MOUNTING PROVISIONS. 


5/11/45 60Ax4 CGLK-7107804-1 
NAY 45 FIG | REV. I 


cFK- 491050-A HK 56 

SOCKET: 

OCTAL PLUGIN, CERCULAR SADDLE WITH 4 
NTACTS FOR GROUNDING, MICA FILLED 

PHENOLIC. SAME AS -431050 EXCEPT MOUNT- 


ING BRACKET 1S TURNED 90° DEGREES. 
5/12/45 60-4 CG:K-7107804-2 
MAY 45 FIG 2 REV I 


crV- 491051 ose 

CRYSTAL HOLDER SOCKET: 

THREE SILVER-PLATED PHOSPHOR BRONZE CON- 
TACTS AND SPRINGS. HEXAGONAL SHAPE. 
MYCALEX BODY. 


5/12/45 
JUN. 45 


MI-85T0 CS-238416 


REV 2 


ces- 491052 FSA 

CRYSTAL SOCKET? 

WAFER TYPE, PHENOL FIBER BASE WITH 3 
SILVER+PLATED PHOSPHOR BRONZE CONTACTS, 
FOR USE WITH WESTERN ELECTRIC CO43.4,5,6 
AND 7 TYPE QUARTZ PLATES. (CRYSTALS). 


5/10/45 
HAY 45 


KS-7704 CWZESO-608822 


Iss. 3 


oma- 491053 
TELEPHONE JACK: 
FOUR SPRING TYPE. 2 CIRCUITS, ONE 
NORMALLY OPEN AND ONE NORMALLY CLOSED. 


OAH-3 


CANCELLED 


5/14/45 704A CADU-+10387-53 
JUN. 45 REV O 


CFEK- 491054 oan-s 

VACUUM TUBE SOCKET: 

OCTAL SOCKET WITH SILVER PLATED PHOSPHOR 
BRONZE CONTACTS, MODLED CERAMIC BASE 
WITH UNIVERSAL TYPE MOUNTING. 


CADU-10380-34 
Rev. O 


6/15/45 
May 45 


65A-4 


ceH- 491055 se 

CONNECTOR: 

SINGLE FEMALE CONTACT; STRAIGHT RECEP- 
TACLE WITH COUPLING THREADS. SERVICE 
VOLTAGE 500 VOLTS, PEAK VOLTAGE 1000 
VOLTS. 


5/16/45 
JUN, 46 


97-S1O3-16S-3S CATH#70 


SEC A P4A 


ceH- 491056 SF 

CONNECTORS . 

SINGLE MALE CONTACT; STRAIGHT PLUG WITH 
COUPLING RING. SERVICE VOLTAGE 500 
VOLTS, PEAK VOLTAGE 1000 VOLTS. 


CaT#70 


ACCOUSTICAL RESPONSE 500-S000 CPS, RATED 
OUTPUT 3 WATTS, VOICE COtNL SMPEDANCE §.5 
OHMS AT 400 CPS. PERMANENT MAGNET FIELD. 


6/16/45 $42427-50 M-142427 
MAY 45 Sua 6 
CAKB SR-2 


caYn-491058 

TEE ASSEMBLY (COAXIAL)! CONSISTS OF A 
"T" SHAPED AIR DIELECTRIC TRANSMISSION 
LINE FOR CONDUCTING IFF AND RF CURRENTS 
TO ANTENNA PEDESTAL. A QUARTER WAVE 
LENGTH WAVE TRAP IS CONTAINED WITHIN 


THE "T" FOR ISOLATING THE IFF CIRCUIT 
5/16/45 CRYIT~617994-501 
JUN. 45 iss 3 

FROM THE RF CIRCUIT. CAKB 


URET cayn-491058 
MUST WITHSTAND A 60 CYCLE PEAK VOLTAGE 
OF I14K¥ ScTweeN THE OUTER ANO INTER- 
MEDIATE COAXIAL TUSE AND SKV BETWEEN THE 
CENTER AND SNTERMEDFATE COAXIAL TUBE, 


WEIGHT 10 4/2 Les, 
1KB $R-2 
vyN= 491059 


‘TARY JOUNTS CONSESTS OF A "T" SHAPED 
TARY GAS-TIGHT CONNECTION FOR A DOUBLE 
HCENTRIC COAXIAL AIR DIELECTRIC TRANS- 
ISSHTON LINE FOR FEEDING RF AND IFF 
ORENTS TO AN ANTENMA, A QUARTER WAVE 
‘NGTH WAVE TRAP IS CONTAINED WITHIN THE 


16/45 CRVSHW-397226-1 
Ne 45 ISs 6 
CAKB 


carvn-491059 
"T™ FOR ISOLATING THE IFF CIRCUIT FROM 
THE RF CIRCUIT. UNIT MUST WITHSTAND A 
60 CYCLE PEAK VOLTASE OF I4KV BETWEEN 
THE OUTER AND INTERMEDIATE COAXIAL TUBE 
AND SKY BETWEEN THE CENTER AND INTER~ 
MEDIATE COAXIAL TUBE. OVERALL DIMENSION 
52" K 21% X 7". WEIGHT 20 LBS. 


cuaA- 491060 wWoa 

JACK, TELEPHONE 

4 SPRING, 2 FOR TIP RING & SLEEVE AND 
OTHER THO FORM SPST NORMALLY OPEN CON- 
TACTS TO CLOSE WHEN PLUG 1S INSERTED IN 
JACK. HAS 1/4" OLAM, OPENING TO RECEIVE 
NAVY TYPE ~49874 PLUG. 


5/16/45 4€ 
MAY 45 


CBM: 746-68 


cuu- 491061 su 

SOCKET, VACUUM TUBE 

4 CONTACTS, SILVER PLATED. STEATITE 
BASE, 3 1/2" DIAM. CIRCULAR. TWO 7/52" 
DIAM, HIG, HOLES 180° APART ON 2 13/16" 
CENTERS. 


5/16/45 
MAY 45 


$2048 CBM3746-526 


ALT O 


cyo- 491062 Tox 

RECEPTACLE 

2 CONDUCTOR OUTLET. TO WITHSTAND 200- 
HOUR SALT SPRAY TEST. 


PLUG 

6 CONTACTS POLARIZED. SILVER PLATED CON- 
TACTS RATED FIO VOLTS, 10 AMPS MAX. CA- 
BLE CLAMP ON END. 


P-606-CCE COL3363 9062 00 


REV O 


5/17/45 
BAY 45 


ceJ- 491064 Tow 

SOCKET, VACUUM TUBE 

4 CONTACTS, CEICULAR, PORCELAIN BASE. 
TWO 3/16" DIAM. MIG. HOLES ON 2 (/2" 
CENTERS. HAS ALR JET. 


5/17/45 214 
JUN. 45 


COL:220 5440 00 
REV 2 


cic- 491065 Ton 

PLUG 

15 CONTACTS RATED 5 AMPS 45 VOLTS. WAX 
IMPREGNATED CONTACT RETAINER PLATE. SAME 
AS NAVY TYPE -~49962 EXCEPT HAS NO ANGLE 
BRACKETS, 


5/18/45 
KAY 45 


P-315 COL:365 1150 00 


REV 0 


CNA- 491066 Roz 
SOCKET, VACUUM TUBE 
8 CONTACTS, OCTAL. PLUG-IN, METAL MTG. 
PLATE. LOW LOSS CERAMIC BASE. SAME AS 
-49377 AND -49525 EXCEPT FOR POSITION 
OF LOCATING KEYWAY. 


6/19/45 
MAY 45 


CIR-8 CNASSA-2641 


Rev 0 


cCNA- 491067 Roz 
SOCKET, VACUUN TUBE 
8 CONTACTS, OCTAL. PLUG-IN. METAL MTG, 
PLATE. LOW LOSS CERAMIC BASE. SAME AS 
-49577, -49525, AND -491066 EXCEPT FOR 
LOCATION OF KEYnAY. 


8/19/45 
HAY 45 


CIR-8 CHASSA 2642 


REY O 


CuG- 491068 TS-35A/aP 

SOCKET: 

4 PRONGS. HAS, THO WAX EMPREGNATEO BAKE- 
LITE DISCS MOUNTED IN A CADMIUM PLATED 
STEEL SAPOLE. SILVER PLATED CONTACTS. 


S/17/45  T2127-WI CW:3A-10265- 
MAY 45 Iss. 3 
cc- 491069 TOH SERIES 


PLUG ASSEMBLY, MALE; 
SP DOUBLE BREAK, CONTACTS RATED APPROX- 
IMATELY 10 AMPS AT 230 VOLTS. 


*COL-260405900 & 260407000 


5/20/45 7760014 COL -260404000 
MAY 45 REV. 0 * 
cc- 491070 TDH SERIES 


RECEPTACLE, ASSEMBLY 

FEMALE: SP ®OU3LE BREAK. CONTACTS 
RATED APPROXIMATELY 10 AMPS AT 250 
VOLTS. : 


*COL-260419090, 260408000 260409000 


6/16/45 97-51 05-16S-3P 5/17/45 cOL:568 4500 00 5/21/45 72760014 cot-260405000 

JUN. 45 CBM:746-482 SEC A PAs Tere} MAY 48 REV 07525 asnanap| Jute 45 REV. OQ * 
ISSUEO ISSUED — 

cave | MAWNEAGTBRE'S | SMNHIAPTARIA pare | MARUAGTHRAES —] BNATACTUE pare | MARRCACTVNERS | AUNHIACTAEA | 


RESTRICTED 


NAVSHIPS 900,109 


Class 49—Head Telephones and Associated Apparatus 


[ganas [nase assonan vox | oxsimeananisa | tae, [ruse asioneo vox | owarranaennsy | SNE —_ [ras assionao vox | oWASARNSN | 
cRK- 491071 RoC-5 cHU- 491078 1s-2517uP errr ae 
SOCKET, VACUUM TUBE CONNECTOR v pode 
ap ae is 2 JACK LEPHNES: 
FIVE CONTACIS, STEATITE BASE, FOR ACORN OkE ERD “ALE CONTACT, OTHER END FEMALE. 


TUBE. 


5722745 62A8 
MAY 45 CWH3t35-010 


CHLS6A 171-0 


CHG- 491072 MARK 22 

SOCKET, VACUUN TUBE 

OCTAL SOCKET WITH CONTACTS 14 2, 7. 8 
BEING USED. CONTACT 4 ORILLED OUT TO 
0.209" Of4%. MOLE. BODY 1S MOLDED, MICA 
FILLED PHENOLIC. CONTACTS SILVER PLATED, 
KETH SOLODEZINGS TAILS TINNED. HAS MTG, 
SADOLE wtTr 0.166" DItAM. HOLES ON 
S/22745 193934 CMG339676, 

MAY 45 CHG. 3 


cus- 491072 
15/16" CENTERS. 


cuv- 491073 
RECEPTACLE 

FOUR CONTACTS, MALE, POLAR(ZED, RATED 10 
AMPS AY 250 VOLTS. 15 AMPS AT 125 VOLTS. 


ROC-1 


$422745 7524 
MAY 45 


CHL26A020-9 


cFn- 491074 BP 

SOCKET, VACUUM TUBE 

5 CONTACTS. CFK TYPE 62A-3 ACORN SOCKET 
MODE FIED BY ADDITION OF TWO MORE CON- 
TACTS AND TWO RODS. CONTACTS ARE PHOS- 
PHOR BRONZE. BODY MATERIAL GRADE G CERA- 
Mic. 


§/22745 301456 Gel 302022 G-I 
MAY 45 REV. 2 


cQa- 491075 ap 

RECEPTACLE 

SENGLE CONDUCTOR, COAXKEAL, FEMALE. 
SQUARE MIG. FLANGE. SAME AS COA TYPE 
B-7390 EXCEPT CONTACT PRONG AT REAR OF 
CONNECTOR SHORTENED TO 43/764" FROM REAR 
OF MIG. FLANGE, 


5422/45 66-7390 MOD. CFN2301457-1 
HAY 45 REV. | 
cHU- 491076 TS-2sisuP 


RECEPTACLE, MALE 

CONSISTS OF 2 PARALLEL CONTACTS RATED 10 
AMPS, 250 VOLTS. 15 AMPS !25 VOLTS. ALL 
METAL PARTS CADNIUM PLATEO, 


5/23/45 4897 
HAY 45 


cHU- 491077 I ss25i/uP 

CONNECTOR, FEMALE 

CexstsTs OF TWO T SHAPED PARALLEL CON- 
TACTS, RATED 10 AMPS AT 250 VOLTS. 45 


AMPS, 125 VOLTS COMPOSITION BODY. 


THO PAXALLEL BLADES ON MALE ENO, THO T 
PASALLEL CONTACTS ON FEMALE END; RATED 
10 AMPS, 250 VOLTS, IS5AMPS 125 VOLTS. 


$/23/45 6772 
MAY 45 


cex- 491079 
PLUG, MALE 
SIX CONTACTS, CERAMIC BASE WITH METAL 
PRONGS. 


CFT-203t2 


5723745 
MAY 45 


cPC-6 CAT. 


cuc- 491080 si 

SOCKET. VACUUM TUBE 

OCTAL WITH CONTACTS 1. 2. 6. 7 AND 8 
USED. CONTACT 4 REAMNED OUT TO PERMIT IN- 
SERTION OF 0.146" DIAM. ROO. BODY BLACK 
BAKELITE. HAS METAL MTG. PLATE WITH 

1 1/2" MIG. CENTERS. CONTACTS ARE 
*CW2BA=29087-2, 15S. 4 


8/24/45 9675 CHG 29675 
MAY 45 REV. 3 + 
CNG- 491080 


SILVER-PLATED PHOSPHOR BRONZE. 


ckK- 491081 Pu 

JACK, TELEPHONE 

CONTACTS RATEO 1 AMP AT 56V DC MAX, 

TEP & SLEEVE WETH AUXILEARY CONTACT NOR- 
MALLY CLOSED TO TIP, 1 SET OF MAKE CON- 
TACTS & 1 SET BREAK CONTACTS. FUNGUS 
RESISTANT. 


8/25/45 
MAY 45 


D-1656357 BA-107441 


c¥-491082 PH 

JACK, TELEPHONE 

CONTACTS RATEO O15 AMP AT 56V DC MAX, 
TIP & SLEEVE WITH AUXILIARY BREAK CON- 
TACT ON TIP, S#NGLY MOUNTEB - CURSENT 
NORMALLY CLOSED. FUNGUS RESISTANT. 


5425/45 D-161891-218 BA+107335 
MAY 45 iss. 1 


cw- 491083 PN 
JACK, TELEPHONE 

CONTACTS RATED 0.5 AMP AT SEV OC MAX. 
ONE NORMALLY OPEN AND ONE NORMALLY 
CLOSED CIRCUIT SINGLY MOUNTED, FUNGUS 
RESISTANT. 


5/25/45 0-461891-225 BA-107335 
RAY 45 (ss. il 


cw- 491084 PH 

JACK TELEPHONE: 

CONTACTS RATED 0.5 AMP AT S6V-DC MAK. 
ONE NORMALLY OPEN AND ONE NORMALLY 
CLOSED CIRCUIT, ONE MAKE BEFGRE BREAK 
SET OF CONTACTS SINGLE MOUNTING FUGUS 
RESISTANT. 


CONTACTS RATED 0.5 AMPS AT 56V DC MAX, 
ONE NORMALLY OPEN AND 1 NORMALLY CLOSEO 
CIRCUIT TIP & SLEEVE WITH AUXILIARY 
MAKE BEFORE BREAK SET OF CONFALIS ON 
TEP 8 AUXILIARY MAKE BEFORE BREAK SET 
OF CONTACTS, FUNGUS RESISTANT. 

5/25/45 B-163718-438 BA-1073519 


JUN. 45 iss. t 


cadv-491086 ocy 

LOOP PROBE: 

CONSISTS OF A SINGLE TURN OF WIRE EN- 
CLOSED IN A PHENOLIC BAKELITE CASE, 
FITTED WITH AMPHENOL TYPE SO-264 MALE 
CONNECTOR. OVERALL DIMENSION! 4" LONG X 
13/6". 


5/26/45 
JUN. 45 


caov- 491087 ocv 

LINE PROBES 

DEVICE FOR CONDUCTIVELY COUPLING THE 
TYPE CADV-60146. FIELO STRENGTH ANO 
NOVSE METER TO EITHER AC OR OC LINES FOR 
THE PURPOSE OF MAKING CONDUCTED NOISE 
MEASUREMENTS OR FOR USING THE EQUIPMENT 
FOR A 2 TERMINAL MICROVOLTMETER. 

5726745 

JUN. 45 


cuH- 491088 st 

JACK PHONE TIPS 

SINGLE CONTACT, PIN TYPE. HAS 1/8" 

OLAM, HOLE TO RECEIVE STANDARD PIN PLUG. 
BODY IS RED BAKELITE 3/8" OFAM SHELL, 


6/26/45 1866 CWIBA-1O1SS-1 
JUN. 45 1SS. 4 


cpH- 497089 st 

RECEPTACLE? 

2 MALE CONTACTS, CHRCULAR, FOR MOUNTING 
Ou PLAWEL FROM 0.040" TO 9,062" THICK, 
BLACK BAKELITE BODY. HAS TEMPERED STEEL 
RETAINING RING, SAME AS -49375 EXCEPT 
FOR TYPE OF PANEL ON WHICH IT MOUNTS. 


5/26/45 6I-F CWIBA-1OTS9-1 
JUN. 45 SS. 2 


cw-491090 QF 

PLUG: 

14 PROSSS, RATED AT | 1/2 AMPS, 150 
VOLTS. FOR USE WITH NAVY TYPE -49440 
JACK. 


8/26/45 D-167785 BA-107207 
JUN, 45 iss. t 


-491091 Ge: 
LOUDSPEAKER: 
6" DIAM, PM TYPE IN CABINET. VOICE COIL 
IMPEDANCE 6 OHYS AT 400 CPS. USED AS 
PART OF NAVY TYPE --49225, 


OCIS:PME-C SPEC C-4150-7 CBN-726-82 


5/28/45 @SEE ABOVE C3M-1000P-3 
JUN. 45 ALT I 


crv- 491092 so-s 

RECEPTACLE ASSEMBLY: 

INCLUDES SOCKET NAVY TYPE -49373, RE~ 
SiSTGR® NAVY TYPE -63360-221. AND CAP- 
ACITOR NAVY TYPE +482092-20, WITH RING, 
COPPER WIRE, AND CAP ASSEMBLY. 
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Class 49—Head Telephones and Associated Apparatus 3.49-55 
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CFT- 491093 TON-2 
SOCKET 
S FEMALE CONTACTS MOUNTED IN INSULATING 
on BLOCK WtTH METAL SHELL HAVING FLANGED 
RECTANGULAR PANEL MOUNTING BASE. 5000 
VOLTS PEAK WORKING. 
: 
5/29/45 RC-4860-2C RC-4880-2C 
x HAY 45 
ais 
CHU- 491094 AN/CPN-6 i 
’ 
PLUG: 
2 CURVED HARD BRASS CONTACTS, TWISTLOCK 
TYPE, RATED 20 AMPS, 250 VOLTS. CYLIN- 
_ DRICAL STEEL BODY, FLUSH BASE WITH MIG 
Ld FLANGE HAVING 2 HOLES ON 2.062" CENTERS. 
. 
5/31/45 8815 CGG-28A103613 
JUN, 45 iss. C 
- cya- 491100 se 
SOCKET, CATHODE RAY TUBE: 
11 CONTACTS. CIRCULAR; BAKELITE BODY. 
HNSULATED TO WITHSTAND 6660 VOLTS, 
SIMILAR TO -493593, BUT HAS BOSS AND 
: COVER, 
) “CYA CATALOG TRACING SHEET E0.211-F-12- 
28-39 
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